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methods, © American Telephone & 
Telegraph Co. 

Section A306.005, issue l. 
© 26Apr54; A13822h. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. Toll test room operation. 
Service maintenance and plant 
operation routines. © American 
Telephone and Telegraph Co. 
Section A307.031, ag 5 [also 

known as] Section E2) whe 
issue 5. © 21Nov52; ATL6 é6. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance, Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A307.051, issue h. 
© 16dul53 A150836, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practicese Oentral 
office maintenamce.e Operating 
methods. © American Tele- 
phone and Telegraph Coe 
Section A309.055, issue l- 

© 31gul533 A103542. 





AMERIGAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
& Telegraph Co. 

Section A309.302, issue 3. 
© 250ct54; A160225. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A 309.403, issue 1. 
© 2hAug53; A105192. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A309.404, issue l. 
© lisep53; al0706). 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods, © American Telephone 
and Telegraph Go. 

Section A312.020, issue l. 


© 17Apr533 A9164). 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co, 

Section A317.009, issue 3 [also 
known as] Section A352.009, 
issue 3, © 25sep53; A112169. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. €© American Telephone 
and Telegraph Co. 

Section A320.512, issue i. 
© 19pec52; A80585. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A320.513, issue l. 
© 12pec523 A7650). 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
and Telegraph Co, 
Section A320,665, issue 3. 

© 7Dec533 A120216, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
and Telegraph Co, 
Section A320,667, issue 1. 

© 7Dec53; A120217, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A320.668, issue 1. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Operating 
methods. © American Telephone & 
Telegraph Co. 

Section A320.668, issue 2. 
© 6Jul54; Aly7656. 


h 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co. 

Section A328.200, issue l. 
© 12Apr54; A137190. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co. 

Section A328.211, issue l. 
© 12Apr54; A137191. 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Gentral 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co, 

Section A328.213, issue l. 
© 12Apr5h3 A137192. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co, 

Section A328.551, issue 2. 
© sep533; A107065. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co. 

Section A328.553, issue 2. 
© 31Aug533 A107839. 


@ » 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co, 

Section A329.178, issue 2, 
© 29Dec53; A124801, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co, 

Section A329.341, issue 2. 
© 12Apr5h; A137193. 


© 





Section A329.601, issue l. 
© 1ynov52; aa250578. 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices, Central office 
maintenance. Operating methods. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, ; 
Bell System practices, Central 

office maintenance, Operating 
methods. © American Telephone 
& Telegraph Co. 
Section A329.610, issue l. 

© Saprd54y4; A134519. 





AMBRICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section imei te: issue ls 
© 7Aug53; A 105199. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practicese Central 
office maintenancese Operating 
methodss © American Telephone 
and Telegraph Coe 
Section A329«712, issue l- 

© 7AugS3; Al05201.+ 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


Bell System practices. Central 
office maintenance. Operating 
methods. © american Telephone 
and Telegraph Co. 

Section cus, niche 2. 


© 283u153; A101582. 





AMERICAN TELEPHONE AND’ TELEGRAPH 

COMPANY. 

Bell System practice. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A352.216, issue 2. 
© 16Jan55 (in notice: 1952); 
A8285k. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Operating 
methods. (© American Telephone 
and Telegraph 73, 

Section A% issue 2. 
© 163an53;_ A 3853 ' 


oe 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenanse. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A355.301, issue 1. 
© 30Jan53; A&781. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Operating 
methods. © American Telephone 
and Telegraph Go. 
eer A395.311, issue 2. 

¢ 13Mar53; A89522. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A362.,009, issue 2. 
© lsep53; A107066,. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co, 

Section A362.015, issue l. 
© 16Nov53; A116633. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
& Telegraph Co. 

Section A364.002, issue l. 
© lNov54; 4161036. 





h 


AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, ; 

Bell System practices. Central 
office maintenance. Operating 
methods, © American Telephone 
and Telegraph Co. 

Section A364.007, issue 2. 
© 174pr533 491645. 


@ . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance. Operating 
methods, © American Telephone 
and Telegraph Co. 

Section A366.908, issue 2 P -waa 
lmown as3 Section A371.88 
issue @ cands Section A375eh78, 





Section A% 
© Tuovs52 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Central office 
maintenance, ag methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A370.091, issue 1. 
© 8ap~533 90808. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY s 

Bell System Hrotionns Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 
Section A370.201, issue 2, 

© 29May53; A95621. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A370. 366, issue l. 
© 283u153; A101583. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. central 
office maintenance. Operating 
methods. © american Telephone 
and Telegraph Co. 

Section A370.401, issue 1 calso 
known assy Section a37.401, 
issue 1 candy Section a378.592, 
issue 1. © lsep53; al107067. 





Section ap TOebeh, ay 3s 


© 22Aug523 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Central office 
maintenance, Operating methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
& Telegraph Co. 

Section A370.886, issue 2. 
© 6FebS; Al2759h. 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Tele- 
phone and Telegraph Co. 

Section A371.003, issue 2 [also 
known as} Section A37).603, 
issue 2. © 19pec52; a80587. 





AMERICAN TELEPHONE AND TELEGRAPH 
GOMPANY 
Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co, 
Section A371.415, issue 2 [also 
known as} Section A378.591, 
issue 2. © 30Dec52; A82)53. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section Ag oe issue 3. 
78h. 


© 6Feb53; 


@ . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods, © American Telephone 
and Telegraph Co, 

Section A371.501, issue l, 
© 29Dec53; A12h802, 


e. 





AMERICAN TELEPHOWE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
end Telograph Co. 

Sestion A371. Aakol, issue 2. 
© 13Peb53; AB852i,. 





Section A573.2835, issue 2 [also 
lmown as Its} Section A375)51 
Land] Section poate issue 2. 
© 28aug523 AA22298 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practicez, Central office 
maintenance, Operating methods, 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A371.881, issue 2. 
© 163an533 a62532. . 


@. 





Section A77h.051, iasue 2. 
© 2ho0ct523 AA2292756 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. Central office 
maintenance. Operating methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co. 

Section A37).031, issue 3. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance. Operating 
methods, © American Telephone 
and Telegraph Co, 
avetiee Sunt atid eee 2e 


ll. 





AMERICAN TELEF ROSE AND TELEGRAPH 

GOMPANY,. 

Bell System pusinhtioen:. Central 
office maintenance. Operating 
methods. © American ‘Telephone 
and Telegraph Go. 

—o A374.112, —— is 
© 303an53; A&782 


@ . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. CGentral 
office maintenance. Operating 
methods. © American Telephone & 
Telegraph Co. 

Section A37.112, issue 2. 
© 29NovS5y; A164208. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone & 
Telegraph Co. 

Section A37..501, issue 2. 
© 15Nov5; Al6h202. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Boll System practices, central 
office maintenance, Operat 
methods. © American Telephone 
and Telegraph Co. 

Seotian A37ie crt 2s 


© iSMardhs A 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY «~ 
Bell System practices. Central 
office maintenance. Operating 
methodse © American Telephone 


& Telegraph Co. 
Section mings issue 3. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A37l.518, issue 2. 
© 2Augs3; A105191. 





Section A374..546, issue 2. 
© 7Nov52; AA2505)6. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 


maintenance. a by methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practised Central 
office maintenance, Operating 
methods, © American Telephone 
& Telegraph Co. 

Section A374.571, issue 2, 
© 15Feb5,3; A128811. 


@.: 





gyge peal TELEPHONE AND TELEGRAPH 
co 
Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 
Section A374.931, issue 2. 
© 26Nov52; A74223. 





AMERICAN TELEPHONE AND TELEGRAPH 


COMPANY « 
Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
& Telegraph Coe 
Section A375-231, issue 2. 
© 8May53; A92320. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY.» 

Bell System practices. Central 
office maintenance. Operatirg 
methods. © American Telephone 
and Telegraph Co. 

Section A375./j11, issue 3. 
~ © 15 Peb53; a88523. 





Section A375.1,62, issue 2. 
© 30Sep52; AA226830. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Central office 
maintenance, Operating methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Central 
office maintenance. Operating 
methods, © American Telephone 
& Telegraph Co. 

Section A375.841, issue 1. 
© 250ct54; A160226. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance, Operating 
methods. © American Telephone 
and Telegraph Co. 

Section Abed a issue 1. 
10 


© 1Mar5h; A132 


oe 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Bection A375.091, issue l. 
© 8apr53; a90809. 





AMERICAN TELEPHONE AND TELEGRAPH 
GOMPANY. 
Bell System practices, Central 

office maintenange, Operating 
methods, (© American Telephone 
_ and Telegraph Co. 


Secti A ° i 2. 
‘© sopeoss} i 


e. 
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Central office 
Operaging methods. 


pz rac tices. 


Section A378 6561, a Be 


© 22aug523 £A22297): »- 


AMERICAN TRLEPHONE AND TELEBRAPH COMPANY © 
Bell System prectices. Central office 
meintenance,. Operating methods. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
& Telegraph Co. 

Section A378.361, issue k. 
© 15Feb5.3; A1l28800. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 
Section A378.h1, issue 2. 

© l2pec52; A76506. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Operating 
methods. © American Telephone & 
Telephone 78:56 
Section A378.561, issue 3. 

© ljAugd33 AlO49h1. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A378.571, issue 1. 
© 6Mar53; A89)73. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Operat 
methods, © American Telephone & 
Telegraph Co, 

Section A378.571, issue 2, 
© 26Apr53 A138227. 


@.: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY». 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone 
and Telegraph Co, 

Section A37 oe issue 2. 


© 30Dec52; A8255. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A378.801, issue 1. 
© 7AugS3; A105202. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone and 
Telegraph Co. 

Section A378.802, issue 1, 
15May533 A9h123. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance. Operating 
methods, © American Telephone & 
Telegraph Co, 

Section A378.803, issue 1, 
© lbAugd3; A1L049)3. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section a378.80), issue 1. 
© sep533; a107068. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co, 

Section A390.601, issue l. 
© 3Jul533 A1005),5. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co. 

Section A390.811, issue 1. 
© 33u153; A1005i6. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Operating 
methods, © American Telephone & 
Telegraph Co. 

Section A390,811, issue 2. 
© 31Aug53; A1078h1. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Requirements 
and adjusting procedures, 
© American Telephone and Tele- 
graph Co, 
Section Al.93.301, issue l. 

© 5pec5a3" 477560 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Operating 
methods. © American Telephone 
and Telegraph Co, 


Seg Sion B301.343, issue i. 
29Apr53; A92563. 





American telephone and telegraph co, 
Bell system practices, Central 

office maintenance. Operating methods, 

© American pray Ay og oo 

COse, New Leg 


by ibter @ beat 


Sibecke: aliihechhasy, 
ebl,73 Aisgtayeso 7953 

lupeol 73 AA55768 

p58 3 557693 9 L7Mark7; Ang2172- 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Plant opera~ 
ting practices. © American Tele- 
phone & Telegraph Go. 

Section A309.401, issue 1. 
© 15Sep53; A108903. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Réquire- 
ments and adjusting procedures. 
© American Telephone and Tele- 
graph Co. 





Section A95,121, iasue 1. 
© 18Sep523 AA226793. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. Requirements 
and adjusting r~e-@® cedures. 





American telephone and telegraph company. 

Bell system practices, Central office mainten- 
ance, Tosts and inspections. (ATATCo standard) 
(Loose leaves) 

@ 4622-463 2e 9450-463 AA 18562. 

© 4022-46; 2e 9430-46; AA 18563, 

© 5-21-46; 2o 9430-46; AA 185645 


@ 5-21-46; 2e¢ 9~50-46; AA 186545 
@ 6<21~46; Ze 9~30-46; AA 18561. 
@ 6-21-46; 2c 9-50-46; AA 18565. 
© 6-21-46; 2e 9-50-46; AA 18566. 
G 6+21-46; Ze 9-504 6; AA 18569. 
© 5«21-46; 26 9-30-46; AA 18570. 





American telephone and telegraph co. 
Beli system practices. Central 
office maintenance. Tests and inspece 

tions. Q American telephone and 


telegraph co., New York; 28Febl,7; 
4A55766-55767.6 





AMERICAN TELEPHONE & TELEG"APH CO. ©, 


‘New York, 
Bell System practices. Central office 


t 





maintenance, Tests and inspec- 
tions. 

Sect. A20).446, issue 3 

© 29Mayl:7; AA67091. 

Sect. A204.ii;7, issue 1 


© 29May7; AA67090. 
Addendum A203,.001, issue 2 
© 19Sep),7 : a he ‘ 
Sect. -71l, issue 

© igsenisy + 4n68390. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 


office maintenance, Tests and 
inspections. © American Tele=- 
phone and Telegraph Co. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Tele- 
phone & Telegraph Co, 

Addendum A203.00h, issue 1. 
© 12Apr543; A137162. 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American 
Telephone & Telegraph Go. 
Addendum A20).010, issue l. 

© 6Jen5 (in notice; 1953); 
A126,06. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Tele- 
phone & Telegraph Co, 

Addendum A204,.102, issue 1, 
© 15Peb543 A128801. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. (© Americén Tele- 
phone and Telegraph Co. 
Addendum A20).428, issue 1. 
“© 163an53; 482523. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices.e Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Coe 
Addendum A20i;«ijli\7, issue le 

© 1iDec53; Al22278. 





AMERICAN TELEPHONE AND TELEGRAPH 
COM PANY 
Bell System practices. Central 
office maintenancee Tests and 
inspections. © American Tele=- 
phone & Telegraph Co. 
Addendum A20)..541, issue l- 
© 3Aug54; A150916. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele«~- 
phone and Et ee Co. 
Addendum A20h, 2tBto! issue il, 

© 6JanShs; 12) 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 

COM PANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Téle- 

* phone and Telegraph Co. 
—— A20< a issue 2. 

AIS4814« 


© 2haug5h; 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Addendum A20); 3h aie ie 

© 6JanShs; A12) 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Teles 
phone and Telegraph COs 


REL TN sue 2, 


Addendum A20h,,. 5, 
© 22Mar5l); 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. Toll test room 
operation. Operating and testing 
methods. © American Telephone 
and Telegraph Co. 


Addendum A207.03).3, issue 1 
calso known as3 Addendum 
E34.190.3, issue 1. © 28NovS2; 


A74219. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Tests and 
inspections. Toll test room 
operations. Operating and testing 
methodsse © American Telephone 
and Telegraph Co, 


Addendum A207.0)3, issue ralso 
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COMPANY. 

Bell System practices Central 
office maintenance, Tests and 
inspections, © American Tele} 
phone and Telegraph Co. 
Section A272. issue 2, 

© 16JulSh; A1S086),. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMP ANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American 
Telephone & Telegraph Co, 
Section A272.043, issue l. 

© hoct5y; Al58311. 
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Section A272 ah25, iseue l. 


© 5sep523 AA22677i:. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance, ‘fests and ine 
spections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A272.429, issue 2. 
© 15Sep53; Al08905. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Telephone 
& Telegraph Co. 

Section A272.816, issue 5. 
© 31Aug53; A107837. 





Section A272 sg issue 2. 


© 15Aug52s AA222955.« 


AMERICAN TELEPHONE AND TELEGRAPH ComPANY © 
Bell System practices, Central office 
maintenance, Tests and *nspections, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele« 
phone and Telegraph Co, - 
Section A272.81.8, issue 2. 

© 13Sep5h3 Al 1. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American 
Telephone & Telegraph Co. 
Section A274.001, issue 2. 

© 180ct54; A158793. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices... Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A27.116, issue l. 
© 29Nov5; Al64207. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Tele« 
phone and Sc) Coy - 
Section oe ba 1 hie le 

© 13Sep5h3 A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele<« 
phone and wekn a Coe 
Section A2Th «1 » issue l- 

© 2hAugS3; A105193. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY s 5 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone & Telegraph Coe 
Section A27)\.191, issue 1» 

© 9Nov533 A115092.6 


, © 





AMERICAN TELEPHONS AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Teste and 
inspections, © American Tele« 
phone and Telegraph Co, 
Section A27l.196, issue 1. 

© 2lJdundhy A 18982, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Gentral 
office maintenance. Tests and 
inspections, © American Tele- 
phone & Telegraph Co. 

Section A274..197, issue 1, 
© 15Feb54; A126806. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tegts and 
inspectionse © Americ Tele= 
phone and Telegraph Co, 

Section A27h.e201, issue 2. 
© 7Sep543 A15).378. 





AMERICAN TELEPHONE AND TELEGRAPH 

COM PANY 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Go. 
Section A27e212, issue le 

© 1Dec53; A122279. 





AMBRICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A27,.213, issue l. 
© Qov53; A11,093. 





AMERICAN TELEPHONE AND TELEGRAPH 
_ COMPANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and shiskk, 4 Co. 

Section A27 wr issue l. 


© 29Dec53; al2\789. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele- 
phone and Telegraph Co. 
Section A27).217, issue 1. 


© 29Dec53; al2h790. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A27.252, issue l. 
© 23Peb5h3 A130530. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
effice maintenance, Tests and 
inspections. © American Telephone 
& Telegraph Co. 

Section A27\.402, issue 2, 
© IhAug533; 4104937. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Gentral 
office maintenance. Tests and 
inspections. © American 
Telephone & Telegraph Co, 
Section A27)..425, issue l. 

© 250ct5\; Al6022. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Telee 
phone and Telegraph Co, - 
Section A27.h33, issue 1. 

© 28dunSh3 421/602 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Tele} 
phone and Telograph Co, | 
— inert cy — i. 

© 3May5h3 A1396 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Tele- 
phone & Telegraph Co. 

Section A274.544, issue l,. 
© 10May54; A1ll0069. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Tele« 
phone and Telegraph Co, | 
Section miei iesue ls 


© 28Jun5i;3 019, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Tests and 
inspections. © American Téloe 
phone and Telegraph Co, - 
sestien £27525 issue 1. 

5h)13. 


© 13Sep5l3; Al 





— eed Ro ag le 


© 15Aug523 AAS 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 


maintenancese Tests ¥ inspections. 





AMERICAN TSLEPHONE AND TELEGRAPH 

COMPANY s 

Beli System practices, Central 
office maintenance, Testa and 
inspections, © American Tele«# 
phone and Telegraph Co, - 
Section A275, Sel, lesue 2, 

© 25dan543 Al25y3h. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, CGentral 
office maintenance, Tests and 
inspections, © American Tele- 
phone & Telegraph Co. 

Section A275.822, issue 2, 
© 2Feb5.3 Al27563. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
Phone & Telegraph Co. 

Section A275.822, issue 3. 
© 6Jul5h; Al\7658. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections. © American Tele~- 
phone & Telegraph Co, 

Section A275.859, issue l. 
© 23Feb54; A130531. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele« 
phone and Telegraph Co. 

Section aS cia issue 2, 


© 29Dec53; A124791. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices. Central 
office maintenances Tests and 
inspections, © American Teles 
phone & Telegraph Co. 

Section ash; aiahoase le 


© 1606t533 A115053, 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Telephone 
& Telegraph Co. 

Section A278.301, issue 5, 
© 21Dec533 .A123035. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A278.311, issue 2. 
© 16Nov53; A116635. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY» 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Tele# 
phone and Tele 
Section A278,.0 issue lh. 

© 2igundhs A1,2983, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A278. 315, issue l, 
© SAprd543 A134517. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American 
Telephone & Telegraph Co. 
Section A278.316, issue l. 

© 27Sep54; A158290. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Tests, and 
inspections, © American Tele- 
phone & Telegraph Co. 

Section A278.322, issue l,. 
© Sapr5h; A134518. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Contral 
office maintenance tests and 
inspections, American Tele+- 
phone & Telegraph Go. 

Seotion A278.421, issue 3. 
© 2306t543; 4115118. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tets and 
inspections. © American Telephone 
and Telegraph Co. 

Section A278.516, issue l. 
© sepS3; A107063. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Tele- 
phone & Telegraph Co. 

Section A278.706, issue 2, 
© 15Feb53; A128808, 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American 
Telephone & Telegraph Co, 
Section A278.731, issue 2. 

© 110ct5y; al58826. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 

Section A278.732, issue 2. 
© 29De0c53; Ai2h792. 
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AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 


Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele= 
phone and Telegraph Co, 

Section A2780031 issue lh. 
© 16JulSh; A1S688S, 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone & Telegraph Co. 

Section A278.851, issue 2. 
© 9Augsh; 4152564. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. . 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Telephone 
and Telegraph Co. 

Section A270.031, issue l. 
© 29apr53; 9258. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 


office maintenance. Tests and 


inspections. © American Tele- 
phone and Telegraph Co. 
Section A270.311, issue 3. 

© 2inov52; A74667. 





Section A270.31),, issue 3. 
© lynov52; AA2350579. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 


Bell System practices. Central office 
maintenance. Tests_and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 

Section 0.711, issue 2. [also 
known as} Section A278.0l1, 
issue 2, © 17Apr53; A916)0. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A271.111, issue he 

© 3Jul53; A100526. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Telephone 
and Telegraph Co. 

Section A271.161, issue \. 
© 17Apr53; A916h1. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Tests and 
inspections, © American Telephone 
and Telegraph Co, 

Section A271.721, issue 2, 
© 15May533 Aghl20. 





Section A271.731, issue 2 {also 
known as} Sections A27l,..731 and 
a270.7265 issues 2. 300ct 523 
AA 


50525. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. Tests_and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 

Section «751, ° issue 9? _ 
known as} Section A278. 
issue 3. © 12pec52; A? oa. 





ti i le 
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© 50et523 120. 


AMER IC AY TELEPHONE AND TELEGRAPH COMPANY © 
Bell “ystem practices. Central office 
maintenance. Tests and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Telephone 
and Telegraph Co. 

Section A272.47h, issue 1. 
© 20Mar53; A&94.87. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A272.k75, issue 1. 





AVERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele~ 
phone and re estl, Co. 

Section A272.561, issue 1 te 
known as] Section A275 Seah 
issue 1. © 13Feb53; A8 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co, 
Section A272.851, issue 1. 

© 3Jul1533 A100550. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 

office maintenance. Tests and 
inspections, © American Tele- 
phone and Telegraph Co. 
Section A274.107, issue 2. 

© 303an53; A877). 


eS. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests, and 
inspections. © American t.ephone 
and Telegraph Co, 

Section 27 e121, issue ‘2. 


© 29May53; A9561). 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Tel ph Co, 
Section A27k. Z issue 1. 

1 


© 29May53; a95615. 





Section A27,«156, issue 2. 
© 10@ct52; AA227963- 


@AMBRICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
‘Bell System practices. Central office 
maintenance. Tests and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices.» Central 
office maintenantes Tests and 
inspections, © Americm Tele-«- 
phone and Telegraph Co. 
Section A274«156, issue 1.» 

© 265un53; Aa99075. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A274.167, issue l. 

© 6FebS3; A&792. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co, 
Section A27.193, issue l. 

© 6FebS3; A88990. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practises. Central 
office maintenance. -Tests and 
inspections. © American Tele« 
phone & Telegraph Co. 

Section A274.211, issue 2. 
© 8May533 A92321.6 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Telephone 

_and Telegraph Co. | 
Section A274.251, issue h. 
© 123un53; A9693),. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY « 
Bell System practices. Central 
office maintenance. Tests and 
ctions. © American Tele- 
phone and Aerie A CO. 


Section A27l.l 
© SJunS53; a96 


issue l. 





AMERICAN TELEPHONE AND TELEGRAPH - 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Tele~- 
phone and Telegraph Co. 
Section A27h. » issue 2. 

© 6Feb53; A64793. 





Section A27ks«426, issue le 
© 100ct52; AA22798l~« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Central office — 
maintenance. Tests and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele~ 
phone and Telegraph Co. 
Section A271, issue h. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A27\.443, issue 2. 

© 30Dec52; A Ts 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY s 
Bell System practices. Central 
office maintenance, Tests and 
inspections, @ American Tele+« 
phone and Telegraph Co, 
Section A27,.455 aan 2. 


© 5dec525 A775 





AMERICAN TELEPHONE AND TRLEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Telephone 
and Telegraph Co. 

Section A27l. rae issue l. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone & Telegraph Co, 

Section A27..50)4, issue 2. 
© 22Mar54; A133479. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections, © American Tele- 
phone and Telegraph Co. 
Section ta tag 2. 

759. 


© 30Jan533 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPARY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele- 
phone and Telegraph Co. 
Section A27h.701, issue 2. 

© 30Jan$3; A&758. 
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Section A27h..7)2 Same Le 
© 30et523 aa226121 


AMERICAN TELEPHONE AND TELETRAPH Company © 
Bell System practices. Central office 
maintenance. Tests and inspections. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Central 
office maintenance. Tests and 
inspections, © American Tele- 
— me and Tele h Go. 

ection A275.816, issue 2. 
© 17Apr533 A91642. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenange. Tests and 
inspections. (€ American Tele- 
phone and Telegraph Co. 
Section A275.817, issue 2. 

© 30Dec523 A _ 
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Section A275.858, issue 3. 
© 7Nov52; aa2z05k2. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. “ee inspections, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
oe vitae Ty issue 1.. 


© 30Dec52; A 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Tests and 
inspections. © American Telephone 
and Telegraph Co. 

Section A275.881, issue 1. 
© 26Jan533; A84381. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.001, issue 2. 

© 12Jun53; A96932. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 

. phone and Telegraph Co. 
Section re gg issue 3. 


© 30Dec52; A 50. - 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 

office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co, 
Section A278.031, issue l. 

© 19pec52; a8058,. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance, Tests and 
inspections, @ American Tele- 
phone and Telegraph Co. — 
Section A278.531, issue il. 

© 163an53; a82528. 


@ . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.551, issue 1. 

© 13Peb53 5" 7 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
Phone and Telegraph Co. 
Section A278.701, issue 1. 

© 303an53; A&757. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY,. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.706, issue l. 

© 303an53; A64778. 
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AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY .« 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele=- 
phone and Telegraph Co. 
Section a278.711, issue l. 

© 27Feb53; A89701. 





AMERICAN TELEPHONS AND TELEGRAPH 

COMPANY. ; 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co, 
Section 4278.721, issue 1. 

© 283u1535; a101561. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.731, issue l. 

© 6Feb53; A&h79h. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.732, issue 1. 

© 6Feb53; A&\795. 
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AMFRICAN TELEPHOME AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspections« © American Tele« 
phone and Telegraph Co. 
Section A278.801, issue 3. . 

© 26Jun533 A99076~ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Tests and 
inspectionse © American Tele~ 
phone and Telegraph Co. 
Section A278.803, issue 3.« 

© 26Jun53; A99077-~ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.851, issue l. 

© 2inov52; 47,668. 





AMERICAN TELEPHONE AND TELEGPAPH 

COMPANY 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
phone and Telegraph Co. 
Section A278.852, issue 1. 

© 13FPeb53; A88526. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele- 
= and Telegraph Co. 

ection A278.856, issue l. 
© 30Jan533; 48767. 





AMERECAN TELPPHOWE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Tests and 
inspections. © American Tele~ 
phone and Telegraph Co. 
Section A270 ie issue l. 

ASO52 


© 15Peb53; 5. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Telephone 
and Telegraph Co, 

Section A290.101, issue 2. 
© SJun53; 096892. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Tests and 
inspections. © American Toele~ 
phone and Telegraph Co. 

Section A290.106, issue 2, 
© 16dul5i3 AlSo0&86. 





Section 4290.108, issue 1... 
© 188ep523 AA226788. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. Tests and 
inspections. 





Seetion A290.118, issue 1. 
© 15Aug523 AA2229535~< 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Central office 
maintenance, Tests and inspect*ons. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. © American Tele« 
phone and Telegraph Co, 
Section A290.123, issue 1, 

© 29May53; A9561 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Tests and 
inspections. © American Tele-+ 
phone and Telegraph Co. 
Section A290.151, issue l. 

© 163an533 a82529. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, ; 

Bell System practices, Central 
office maintenance. Tests and in- 
spections, © American Telephone 
and Telegraph Co. 

Section A290.133, issue 1, 
© 15May533 494121, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Tests and 
inspections. Toll test room op- 
eration. Operating and testing 
methods. © American Telephone 


and Telegraph Co. 





Section A207sO032s1 camnds Section 
Eslel9lei, igsus Ls 
© SSep523 AA226768. 


AMERICAN TSLEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Central 
office maintenance. Tests and inspectiéns, 


Toll test room @rr*- erat 
and testing method ee ey 





S@ction A207.032s62 candz Section 
B3h0191.«2, issue.is 
© SSep523 AA226769. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell system practices, Central 
office maintenance, gests and inspections, 


Toll test room operation. Operating 
and testing method 





Section A207.032.3 canda Section 
ie wht issue l. 
Ss 


ep523; AA226770. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. fests and inspections, 


Toll test room ope c=. Operating 
and testing method 





Section A207.03)«1 cands Section 
B342190.1, issue ic 
© SSepS23 AA226771. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. Tests and inspections, 
Toll test room ope ation. Operating 
and testing meth 





Section A207.03\s2 cands Section 
B344190.42, issue is 
© 5Sep523; AA226772s 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. Tests and inspections, 
Toll test. room op eration. Operating 
and testing method 





Section A207.034.3 cands Section 
£3440190-3, issue l. 
© SSep52; AA226773. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. Tests and inspections. 
Toll test room operation. Operating 
and testing mm® 





Section A220.613 canda Section 
E36.223, issue 3. 
© 30Sep523 AA226828.. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. Tests and inspections. 
Toll test room ope ation. Operating 
and testing method 





Section A220.68) canda Section 
£36.22), issue 3. 
© 308ep52; AA226829., 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practié¢es, Central office 
maintenance. Tests and inspections, 
Toll test room op ration. Opera- 
ting and testing thods. 





ed 


American telephone and telegraph company. 
Bell system practices. Central office minten- 
ance. Work items. (AT&TCos standard) (Loose leaf) 


@ 11-15-45; 26 1- 9-46; AA 1090. 
@ 12418-4663 2¢ 2+27+463 AA 5806. 
@ 12418-4565; 26 2<27-463 AA 5807. 


@ $14<46; 20 7-26-46; AA 16621. 
@ 40 2-463 2c 7-25-46; AA 16505. 
@ 44224463 2e 9-50-46; AA 18576. 
@ Ge21-46; 2c 9-50-46; AA 18577. 





American telephone and telegraph co. 
Bell system practices, Central 

office maintenance. Work items. 

© American telephone and telegraph co., 

Sew York} ating 6, 18Dech6, 31Dech 6, 

UFebl;7, 28Pebl;73 AAlj);166-1168, 

55800, 55799%- 





American telephone and telegraph co. 
Bell system practices. Central 
office maintenance. Work items. 
© American telephone and telegraph co. 
New York; 28Fe bh? 3 AAS 7593 © L7iterk,7;. 
AA52153, 521553 © 7aprh73 445215). 





AMERICAN TELEPHONE & TELEGRAPH CO. ©, 
New Yorks 
Bell System practices, Central office 
: maintenance, Work items, 
Addendum A503.612, issue 1 
© 29Mayh7; AA66738. 
Section A503.631, issue 4 
© 29Julh7; AA66739. 





Addendum A501.116, issue 1. 
© Boots2 3 AA229276. 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Central office 
maintenande,. Work items, 





wer ye A “y «120 ~ gag is 
© 2hoct52; aa225271 


AMERICAN TELEPHONE AND TELEGRAPH ComPaANy © 
Bell Systwmpracfices. Central office 
maintenance. Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANYs 
Bell System practices. Central 
office maintenance, Work items. 
© American Telephone and Tele« 


graph Cos 





Addendum 43284652. ag Le 
© 22Aug52¢ AA22 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Central office 
maintenance. Work items. 





Addendum A37l:e5)2, tesue ls 
© 22Aug52$3 AA222973 0 


AMERICAN TELEPHONE SND TELEGRAPH Company © 
Bell System practices. Central office 
maintenance, Work items. 





Addendum A501.121, issue 1. 
© 18Sep523 AA226 


Tye 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central 
office maintenance. Work items, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. . 

Bell System practices... Central 
office maintenance, Work items. 
© American Telephone and Telegraph 
Go. 

Addendum 4501.22, issue 3. 
© 6Mar53; A89)75. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell Syatem practicese Central 
office maintenencese Work items. 
© American Telephone and Tele« 
graph Cos. 

Addendum A5010425, issue l- 
3645. 


© 31gulS 33 AiO 





Addendum A501,.712, issue 1.. 
© 18SepS23 AA226795.s 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 


Bell System practices, Central 
office maintenance... Work items, 





Addendum A5014906, issue 1. 
© 18Sep523 AA226796. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY 
Bell System practices. Central 
office maintenance. Work ‘items, 





Addendum A502 .001 — gg le 
© 22Aug523 AA2 


AMERICAN TELEPHONE AND TELEGRAPH Company © 


Bell System practices, Central office 
maintenance. Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© a Telephone and Tele- 
graph C 
hadendum "A502, O01, issue 2, 

© 6MarSh; A131369. 


e. 





—— A502 -003 E issue 2. 
9 


© 22aug523 AA222978. 


AMERICAN TELEPHONE AND TELEGRAPH company C 
Bell System practices, Central office 
maintenance, wWoric mS 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items. 
; American Telephone & Telegraph 
0. 
Addendum A502.012, issue l. 
© 16Nov53; Al16631. 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph Co. 

Addendum A503.638, issue l, 
© 29Dee53; A12))$11. 


oe. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Go. 

Addendum A507.026, issue l. 
© 27Sep54; A158292. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items. 
: American Telephone and Telegraph 
Os 
Addendum A507.032, anon 1=D, 
© 13Mar53; Aa&9 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance,, tems, 
© American Telephone and Telegraph 


Go, 
A508.131, issue i, 


© 23Apr535 base oi 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices. Central - 
office main + Work item@. 
© ae Telephone ani Tele~ 


graph ¢ 
Addendum m ASOG*207 » issue l, 
© ldunShy Alj2221. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 

Addendum A508.4.01.2, issue 1, 
© 17Mey54; A10623. 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPARY. 

Bell System practices. Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Goe 
Addendum A508.4.01.3, issue 1. 

© 17May54; A1,082). 


»@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Tele« 
graph Cos 
Addendum A506sli:1, issue 1, 

© 23Nov533 A119776. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 

Addendum A509.132, issue l. 
© 10May543; A14,0078. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 


graph Co. 
Addendum A509.151, issue 3. 
© 29Apr533; a92557. 





Addendum A509.985, issue 1. 
© 300ct52; AA250520. 


AMBRICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. Work _ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Go. 

Addendum A509.987, issue 1. 
© 6Feb54; A127597. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 


0. 
Addendum A520.026, issue l. 
© 2FebS3; A127568. 


e. 





Addendum A5’70,001, issue 14 
© 22Aug523 AA2229816 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell Systems practices. Central office 
maintenancée Work items. 





Addendum A570,002, issue l. 
© 22Ang523 AA222982. 


AMERICAN’TELEPHONE AND TELEPHONE GoOnPANY © 
Bell System practices, Central office 
maintenance. VYork items. 





Section A501.1;5, issue 2. 
© 1006t523 Aa228079. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©” 
Bell System practices. Central office 
maintenance, Work items. 





Section A501.154, issue 3-D. 
oF) Lynov52; £4250580. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Central office 
maintenance. Work 6” 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Telegraph 
COs 
Section A501.231, issue 3, 
~"© 30Dec52; ad261. 





AMERICAN TELEPHONE AND TELEGRAPH 
Bell System practices, Central 
office maintenance, Work items. 
7 American Telephone & Telegraph 
Oe 
Section A501.302, issue 6-D, 
© 26Apr5h; A13823). 


@.: 





AMERICAN TE RPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Teles 
graph Co, 

Section A501,.3 tte issue il, 
11,3607 


© 7Iund5h3 A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele~« 
graph Co. 

Section A501.572, issue l. 
© 19pec52; a80591. 





Section A502.701, 1 . 
© troetee ; tao ae. ; 


AMERICAN TELEPHONE AND TELEGRAPH ComPANY © 
Bell System practices, Central office 
maintenance. Work itmms. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 


Co. 
Section A501.906, issue 8. 
© 2FebS3; Al27567. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

‘COMPANY, 

Bell System practices. Ce 
office maintenance... Work items. 
: American Telephone and Telegraph 

0» 
Soghion 4501.910,. issue 1, 
234pr53; ag2lys8. © 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele~ 


graph Co. 
Section A501.9 issue 1. 
© 8apr53; A90811. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele« 
graph Co. : 
Section O58. 00S, sees le 


© 7Dec533 A120223, 





Section A502.,007, issue 1s 
© 22Augds23 AA2Z22979% 


AMERICAN TELEPHONE AND TELEGRAPH corpany © 
Bell System practices, Central office 
maintenance, Gork Stemse 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
re Telephone & Telegraph 

Os 
Section A502.010, issue . 
© 21Dec53; A1230k0. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY s 
Bell System practices, Central 
office maintenance. Wo tems. 
© American Telephone dnd Telegraph 


Co. 
8 ction A 02.016 i . 
9 guenss; anaes 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 

Section A502.017, issue h. 
© 29Mar5h; a135298. 


@. 





Seetion A502.018, issue 2. 
© 12Sep523 AA226019. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Central office 
maintenance. Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Work items. 
© American Telephone and Tele~ 
graph Co. 

Section A502.028, issue l. 
© 30Jan53; A&766. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Co. 

Section A502.029, issue is 
© 15Nov54; A164205. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance. Work item. 
: American Telephone & Telegraph 
O» 
Section A502.030, issue h. 
© 15Peb5h; Al2881h. 


8 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 

Section A502.031, issue \. 
© 22Mar5.; A133481. 


@. 





AMERICAN TELEPHONE “AND TELEGRAPH 
COMPANY, 
Bell System practices, Gentral 
office maintenance, Work items. 
© American Telephone & Telegraph 


Co. 
Section A502.036, issue 2, 
© 2hMay54; Al42161. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Go, 

Section A502.038, issue 3. 
© 12Jul5h; Al509h6. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance,. Work items. 
© American Telephone & Telegraph 


Co. 
Section A502.041, issue 2, 
© 12AprSk3 A137196. 


.@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Belli System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph Co. 

Section A502. » issue 1. 
© 30Jan53; 763. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenancee Work items. 
© American Telephone and Tele« 
graph Coe 
Section A502.06, issue l. 

© 7augs3; a10S20 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 


Co. 
Section A502.047, issue l. 
© 30Nov53; Al2392k. 


e. 





Section A502.053, issue 1. 
“ 1700t62 3 MASET AS. 


AMERICAN TELEPHONE AND TELEGRAPH ComPANY © 


Bell System practices, Central office 
maintenance. Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph Co. 

Section a502.208, — 11-D. 
© 33u153; A100 





Section A502s051, issue 2. 
© 12sep523 AA226018% 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Central office 
maintenances Work items.s 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Work items. 
> ea Telephone & Telegraph 

Gs 
Section A503.257 eh, issue 1, 
© 26Apr543 A136235. 


@: 





AMERICAN TELEPHOWE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items. 
© American Telephone and Tele- 
graph Co. 

Section ete 14 issue l. 
0 


© 1Mar5h; A13108. 


o 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Coe 
Section A503.605, issue 3. 

© 30AugS4; A1Si852. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Telegraph 
CO. 
Section A503.607, issue 1. 

© 13Sep5h3 Al Je 





AMERICAN TELSPHONS AND TELEGRAPH 

COMPANY, 

Bell System practices, Gentral 
office maintenance, Work items, 
© American Telephone and Tele 
graph Co. 

Section AS03,608, tasue 2, 
© 2igund)3 A128 


8. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A503.615, issue 3. 
© 20cet53; Al122)6. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A503.624, issue l. 
© 30Nov53; Al23925. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele« 
ote 2 isos 6 ‘ S 
Section A «6531 Bsue 5S. 

© 28un5)3 A101) 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 

- office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 
Section A503.639, issue 3. 

© 16Nov53; A116629. 


@. 





AMERICAN TEIF PHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office raintenance. Work items. 
© American Telephone and Tele<« 
graph COs 
Section A50Ol;.0)0, issue 1. 

© 13Feb53; a8S8519. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. wo: 
© American Telephone and Tele- 
graph Co, 
Section A504.101, issue 2-D, 

© 5dun53; a96895. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph CO. : 

Section speeeeste Loom 1s 


© 27Feb533 A89697« 





AMERICAN TELEPHONE AND TELEGRAPE 

GOMPANY, 

Bell System practices. Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A504.304, issue 1, 
© 29Mar5; 4135299, 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Co. 

Section A504.420, issue 3. 
© 6Jul5h; Al7659. 


h 





AMERICAN TELEPHONS AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenances Work items. 
Y American Telephone & Tele- 
graph Co. 
Section A50)}.601, issue 3. 

© 25006533 A1151235. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele« 
graph Co. 
Section A50).601, issue hs 

© 23iov533 A119776. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph Co, 

Section Agen +k, seen he 


© llJanSh; a12)856. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A504,602, issue 5. 
© 16Aug54; Al53216. 


D. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY... 
Bell System practices, Central 
office maintenance. Work items. 
© American Telephone & Telegraph 


Section A506.011, issue 3-D. 
© 20Sep54; A156613. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items, 
mecorseen Telephone & Telegraph 

oF 
Section A507.011, issue 2. 
© 23FebS.; Al3053k. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Go. 

Section A507.014, issue 3. 
© 10May5h3 A1.0077. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone & Telegraph 
Co. 

Section A507.023, issue ). 
© 25Sep53; Al12173. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Co. 

Section A507.024, issue ). 
© 20Sep543 A15661). 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items. 
© ie Telephone and Tele- 
ora 
Soakien A507. te ssue 3, 

O7. 


© 1Mar5h; A131 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY 
Bell System practices, Central 
office maintenance. Work items. 
© American Telephone and Telegraph 
CO. 
“ei A507.026, issue 2. 


30Dec52 5 A 62. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A507.030, issue l. 
© 206653; Al122h7. 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. Work items. 
© American Telephone and Telegraph 
Co. 


ti . . 
Section A507 prt — 3 


© 16Jan53; 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY s 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Tele« 
graph Co. 
Section A507s0l, issue le 

© 3May5)3 A13% 2 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance, Work items, 
: American Telephone and Telegraph 
Oe 
Section A507.059, issue 1, 
© 15May533; A9u126, 





AMERICAN TELEPHONS AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Teles 
graph Co, 

Section AS07102, ie issue i, 


© MayS); A13 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 


Go. 
Section A507.102, issue 1. 
© 2yMay5h; A1\2162. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Co. 

Section A507.106, issue 2. 
© 22Hov5h; A164225. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph CO. 

Section A507.110, issue 1. 
© 6Jan5h3 Alan b)h; . 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph Co. 

Section ee ia 1. 


© 1lJanS5\; a12h.857. 


@ : 





AMERICAN TELEPHONE AND TSLEGRAPH 
COMPANY. ; 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele+ 
graph Co, , 
Section A507.4113, issue 1. 

© 23Nov533 A119777. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY . 
Bell System practices. Central 
office maintenance. Work 
items. © American telephone and 
Telegraph Co. 
Section A507. wer issue l. 


© 29Dec533 Al2i812, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Tele+ 
graph Co. 
Section err lie 


© LS5MarSh3 Al3 Sle 


o 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenancese Work items. 
© American Telephone and Tele« 
greph Co.« 

Section A508.103, issue 2. 
© 26Jun53; 499079. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance. Work items. 
: American Telephone & Telegraph 
oO. 
Section A508.10h, issue 2. 
© 16Nov533; A1ll166h0. 


@ » 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY,. 

Bell System practices. Central 
office maintenance, Work items. 
© American Telephone & Tele« 
graph Co. 

Section A508,105, issue 3. 
© 23006533 A11512). 


, © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele« 
graph Co, 

Section A506,106, issue 2, 
Bah, 


© 7Dec533 Alz0 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Work 
itemss« © American Telephone 
and Telegraph Gos 
Section A508.107, issue 2s 

b8i,. 


© 2Nov53; Ally 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co... 

Section A508.108, issue 2. 
© 21Dec533 Al230\1. 


@. 





AMERICAN TELEPHONES AND TELEGRAPH 

COMPANY. 

Bell System practices, Central | 
office maintenance, Work items. 
© Poses yg Telephone and Tele« 

raph Cos 
Section AS08412. t90 issue 5, 


© 28Jun 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele~ 
graph Co. 

Section A508.201, issue 5. 
© 2inov52; a7662. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items, 
© American Telephone and Tele- 
graph Co. 

Section aires issue h, 


© 30pec52; a82h6 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph CO. 

Section ge issue ), 


© 30Ddec52; aba 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 
graph CO. 

Section A508.401.3, issue ]. 
© 50Dec52; A82),65. 


ee. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 


graph Co. 
Section 4508.01 issue k. 
© 30Dec52; A82),66. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele- 


Co. 
- fl A700 ee issue h. 


© 30Dec52; Ab2), 


ee. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance. work items, 
© American Telephone and Tele- 
graph Co. 

Section A508.l,2, issue 3. 
© 5dec523 A77559. 


@ 
h 





Section A508 aes teens he 


@ 22Aug523 AA222980, 


AMERICAN TELEPHONE AND TELEGRAPH Company © 


Bell System practices, Central office 
maintenance, Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Gentral 
office maintenance, Work items. 
. American Telephone & Telegraph 
Oe : 
Section A509,001, issue 5, 
© 2hMay54; A142163. 


e 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY s 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele» 
graph Co. 
Section A509~ 021 saoue 2. 

© 2 11,5989 


2idun5h3 A 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Telegraph 
Cc 


O. 
Section A509.136, issue l. 
© 13Mar53; A6é9526. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance, Work items, 
9 American Telephone and Telegraph 
Os 
Section A509.146, issue l. 
© 22May53}3 A93910. 





Section A509.147, 
© 400 30 ct52;3 AA250 


At 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ¢ 


2 dS UT 


Bell System practices. Central office 
maintenance. Work items. 


Ww 





AVERICAN TRLEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Tele« 
graph C06. 

Section A509 .201, issue 3. 
© 20Pebd53; A89657.« 





Section A509.207, issue 1. 
© lwov52; aa230581. 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Central office 
maintenance. Work items. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY = 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone & Telegraph 
Coe 
Section A509.306, issue 1. 

© 2hAugSh; A154818. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Telegraph 


Go. 
Section A509.990, issue 2, 
© 23Apr533 A9216,. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Central 
office maintenance. Work items, 
© American Telephone & Telegraph 
Go. ; 

Section A509.938, issue i, 
© 8Feb5,; Al27596. 


.@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance, Work items, 
© American Telephone & Telegraph 
Co. 

Section A509.939, issue l. 
© 16Aug54; A153217. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY + 


Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Telegraph 
COs 
Section A509.983, issue 2 

© l6dulsh; £150895, 


- © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© ag ang Telephone and Tele~ 
graph C 
vadondum “0509.986 issue is 

© 7Sep5h.3 A153 86. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items, 
. American Telephone & Telegraph 
0. 
Section A509.986, issue 2. 
© 30Nov533; A123926. 


@: 





AMERICAN TELEPHOVE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenancee Work items. 
© Ame®Hicen Telephone and Tele~- 
greph Cos 
Section A509.«991, issue 2+ 

© 1yNecS3; A122286. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenances Work items, 
© American Telephone and Tele« 

graph Cos, 50969%bets & 
Section A 9699s ssue il» 
© 28dun5h5 AL602), 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele« 
graph Co.» : 
Section Aer oe Ries Aeeue le 

a 


© 283un5h3 Alb 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY» 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele}# 
Section 450%.9lie3, teeue 2 
Section . * BSue Le 

© 28Jundhs ALNG026 6 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
effice maintenance, Work items. 
© american Telephone & Telegraph 


Go. 
Section A509.995, issue 2. 
© 22Mer5h; Al33482. 


@. 





AMERIGAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, Central 
office maintenance, Work items. 
“4 American Telephone and Telegraph 
O« 
Section A520.026, issue 1. 
© 23Apr533 a92145. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Telegraph 
COs 
Section A528.101, issue l. 

© 163an53; a82535. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Tele} 


graph Co.» 
Section A528,101, issue 26D, 
© 7JunShz A1)3608, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
office maintenance. Work items. 
© American Telephone and Tele« 
graph Cos 
Section A526.102, issue 1. 

© 31gulS 3; A1035466 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items, 
© American Telephone and Telegraph 
Co, 

Section a550.105, issue 3. 
© 33u153; a1005y1. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Central 
office maintenance. Work items, 
© American Telephone and Tele- 
graph Co. 

Section A560.003, issue 3, 
© 103u153; a101415. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items, 
© American Telephone and Telee 
graph Co. 

Section me aeetie issue 1, 
© 283un5)3 A1)6027. 


°@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Central 
office maintenance, Work items. 
© American Telephone and Tele« 
graph Coe 
Section A560,023 — 1. 

© 13Sep5h3 Al 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Central 
effice mintenancee Work items. 
© American Telephone and Tele«- 
graph Cos 
Section A560+105, issue 3 

© 263un533 A99080. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices. Central 
office maintenance, Work items. 
“4 American Telephone and Telegraph 
Oe 
-Seetion A570.152, issue 2 [also 
known as} Section A570.352, 
issue 2,. © 17Apr533; A916\7. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Central 
office maintenance,. Work items. 
“4 American Telephone & Telegraph 
O. 
Section A570.353, issue l. 
© 250ct5h; Al60227. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Crosstalk 
couplings. Coordination of car- 
rier systems, Staggering advan- 
tages. © American Telephone & 
Telegraph Co. 

Section AB,7.570, issue 1. 
© 25Sep53; Al12188. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY ©. 

Bell System practices, Description 
and operating princtples of systems 
and equipment. 

Sect. El0.4,6, issue 2. 
© 28Novl7; AA75216. 
Sect. £7.03, issue 1. 
© 31Dech7; AA81807. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Educational 
end training material. Teletype- 
writer stations. © American 
Telephone and Telegraph Co. 
Section E17.007, issue 1 calso 

known asa Section P70.707, issue 
le © 13SepShs Alph2l. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Education- 
al and training material. 
© American Telephone and Tele« 
graph Co. 





Section ee beation Wa 
known as2 on e 
AA220807. 


issue 1. © lAug52; 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, 
Bell System practices, Education- 
al and training material. 





Section EB17.003.1, issue 1 
calso known as2 Section P70. 
703.1, issue 1. © lAugS2; 
Aa22080 


o 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, 
Bell System practices. Education<- 
al and training material. 





ANERICAN TELEPHONE AND TELPGRAPH 
COMPANY > 
Bell System practices. Effective 
transmission engineering and data. 
© American Telephone and Tele=- 


graph Co. 





Section AB) 3.125.1, issue.1. 
© 15Aug523 AA2Z229636 


AVERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. qvransmission 


engineering and datas cic. Live. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 
Bell System practices. Equipment 
engineering. 


FOR CURRENT ENTRIES 
See 


UNIT B SERIAL FILE 





AMERICAN TELEPHONE AND TELEGRAPH COM- 
PANY. 
Bell System practices. Equipment 
engineering. © American Telephone 
and Telegraph Cos 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 
- Bell System practices. Equipment 


engineer e 
oem rtm een issue -p. 


16Jun8; 0a8937h. 
ere AA638.210, issue 1-A. 


16Jun8; aa69393. 
Addendum AA636.550, issue 2-D. 

© 50apri,8; AA90358. 
36.560, issue 1-D. 

© 30apri,8; aa90356. 


. SEE next card. eS 





on cpl 4190389. issue 5De 
Beate go 136, ise 1=De 
Se ate AA i“ f 1D. 
O's ee oe l-D 
Sect, AAG ssue leD, 
© 1s AA$0355 


woe abst raat a issue 2nDe 
© idun8 ane 7 

~ yt AAG12,.0 issue 5D. 
© hJun)8s £90560, 


American Tel, & Tol, 
* Bell System +S Equipment engineers 


ings Garp 26 SEE next card. 





Adde \A656.569, issue l«D, 
© 135Jul8s; AA91777. 
Addendum jeesCn 563, Lance l«D, 


° issue 45«D, 
© 133u18; aa91762, 
American Tel, & Tel. Go, 
Bell system practices, [quipment 
» @ngineering, CARD 3, 
SEZ next card. 





Sect. Ab GO. 003, issue i-D. 
© 25AughS 3 LA95505« 

Sects Ah 218.303, om 5—D. 
O2 daughSs BAS 78 . 

PP tm &A612.0 ~~ 1-D. 
© 25Augl83 93587 

Seet. AA638.108, yd 1-D, 

83 4A96120. 


© 351A 
Sect. AA 6ah118, issue l. 
— ALO. OO, issue 1-D, 
31lAug8; AA96122 
pee Tel. & Tel. Con 
-Bell system practices, Equipment 
, engineering. CARD h. 





Sect. AA6):0,001, issue lxD, 
© “700th 8s AASE2Iy 
Sects. 8,001, issue SD, 
© 70ct8s aags282, 
Sect. AA656.569, issue 2-D, 
—* & UjOcths8;“sag8go1. 
Sect. AA636.57, issue 1. 
© 250cth8; AA100015. 


American Tel & Tel, Cos 
, Bell system practi Equipaent 
engineering,CARD 5 





AMBRICAN TELEPHONE AND TELEGRAPH 
COMPANY Cy ~ 
Bell System practices, Equipment 
engineering 
Addendum AAEL0 400 iesue 1-D, 
© 30Nov50; AA170567» 
Addendum AAGLI Us 4009 he 1sD, 
© 30Nov503 AA170568, 


Section AA 6{8o ll he 
© ZONov503 AAL7O569 « 

Section AA6l.6.252, ll le 
© 20Dec50; AA171966, 9 

Section AA646,819, —_— ReDs JAN 25 19 
© 20Dec50; har719 


SBE next card y 





Section AA61),006, Assue 5+Ds 
© 20necSO% 441719685 
Section AA613 200!) , "lg lL=Ds 


Addendum thee anagg | Abtgh9e a 1-D, 


© cay | AALT 739.6 
Addendum AA614. iesue l-D, 
© Ratgees BAI7:7:0., 


Section AA613,.011 iasue 1-D. 
© tg A ae AAL 17h-7i;3 
Addendum AAG61); 
© 29Dec50; AAL 
AMERICAN TELEPHONE AND TELEGRA Pu COMPANY ©y 
Bell System practices, Equipment ongineerings 


aD" a 2D, 


CARD 2 
* SEE Next card. 





— DAG656,572 — h-D. 
ye — Th pw 
BE hho. issue le 
© 29Dec5O; jaar 
Addendum 4A636.1)19, aa I-D. 
© 22Jan51; gr 
Section AKG12 4007 , issue 3D, 
AALT 7256 « 
bs be a I-D. 


myer aaron 
Section AA636.5 i gaue 5-D. 
© 223an5i; AA177508 


AMERICAN TELEPHONE AND TELEGRAPH ComPary ©, 
Bell System reaction Equipment engineer} 
ings CARD 3. SEE Next card. 





Section AA636.721, issue 

© 223an51; AA177309« 
Section AA639.007, issue 

© 22Jan513; AA177310. 
Section AAG\0.005, issue 

© 22Jan51; AAl77311. 
Section AAG,6.828, issue 

© 22Jan51; AAl177312. 
Section AA613,012, issue 1-D, 

© 23Feb51; AA180220. ° \ 
Section aA 646.850, issue 1. 

© 23Peb51; AA180175. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
oy aati practice Equipment en gineering. 
Card li. See next card, 





Addendum A4A6)\8.010, issue 1-D. 
© 23Feb51; AA1S0176. 

Section AA 6560573. issue 3-D. 
© 23Feb51; AA130177. 

Section AA636.560, issue 3-D. 
© 23Peb51; AA180178. 

Section 4A636.5h2, issue h-D, 
© 23Peb51; AA180179. 

Section 4A636.5)0, issue ). 
© 23Febd51; AA130180. 

Addendum AA 610.006, issue 2-D, 
© QMar51; Aaiso1si1, 

Section AA610,003, issue l-D, 
© 23Feb51; Aa180182. 

AMERICAN TELEPHONE AND@™) TELEGRAPH comPaNy ©, 


Bel} sys tem practice Equippeet ggineering. 





Addendum AA61.00,, issue =D. 
© 6Apr5l; AA182337~ “ 
Section AA636.109, issue 1. 
© 6Apr5l; AA182338. 
Addendum AA636.575, issue 1<D. 
6Apr513 AA182339. 
Section AA668,001, issue 13-D. 
© 6Apr51; 4A1823)0. 


Section AA668,012, issue l-D. 
© 6Apr51; AA1823)1, 

Section AA668,017, issue 5-D. 
© GApr5i; AA1825)2. 


AMERICAN TELEPHONE AND TELEGRAPH ComMPANY ©. 


Bell System practice Equipment engineering. 
CARD §/SEE next cd. 





AMERICAN TELEPHONE AND TRUBGRAPH COW PANY Uy 
Bell System practice Equipment engineer 





Section ANG6S~018, issue il. 
© 6Apr AA1925))3 


Om tae ne eink Seis 5D. 
GApr5l om 
aaaee AA Brbee issue 2D. 
© 6Apr51; AAl 825),5. 
Section AA668,.027, aaa le 
© are £A1823)) 


Section AA668,030, TT a l-De 
© 6apr51; 4A1823)7. 
Section AA6l10. oon —— 5-De 
© 20Apr5l1; AA18 33720 
AMERICAN TELEPHONE A TELEGRAPH COMPANY ©, 


Bell System practices, Equipment engineerings 
CARD % 


gee next card 





oe AAG6365561 — 2=De 


sogiten neonate teaue inDs 
sogtipn Aiep bondsa."betue le) 


© inegsiy 59« 


AMERICAN TELEPHONE AND TELEGRAPH comPany CG 
Bell System practicer, Equipment engineering, 


card J S 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY Cy 
Bell System practices. Equipment 
engineering. 
Addendum AA636, hi2, issue 3-D, 
progr b 4A10),065. 
Sect. a de issue 2-D. 


© ureee AA100h50. 
ee fos 55 issue 3-D. 
wy erent nets 3h. 
‘sami Ad 656 “516, issue 7-D. 
© 15Now)8; 4A109),37. 


SEE NEXT CARD. @ 





Sects. 44636.5146, issue 7«D. 
© 15Nov8; 4A108)37+ 
Addendum AA 636.20), issue 1D. 
© 15Now8; AA100h36. 


Sect. AA613.001 , issue lj=D, 
© 15Nov8; Aa108h,38. 

Sects AAG}0.00, issue 1. 
© 9Pech8; Aaio9288. 


Addendum AA63);.001, issue 1. 
© 31Decl;8; AA111312. 

Sect. AA61),.012, issue 3. 
© 21Peb);9; AA113531. 


American Tel. and Tel, e 
Bell System practic Equipment 


She Wt? Si. Cand 





Addendum AA636,.10), issue l, 
© 21Peb)9; 44113532. 
Addendum AA636.105, issue 1. 
© wytre 4A1135533~ 
44 636.716 


» issue 5-D, 


4A112730, 
American Tel. and Tel Co, Bell System 
practices. Equipmen engineering. 
CARD 3, SEB NEXT CARD, 





or oven ones 3e 


seat t. eT cit issue 2-D. 
© 25Febh,9; AA111,597. 

Sect. AA636.51,6, issue 8-D. 
© 25Pebl,9; AA111,598. 

Sect. AAG 6.547, issue heD. 
© ares 9; 4A114,599. 


Sect. AA6,0.00), issue 2-D. 
© 25Febl9; AA11},600. 


‘American Tel. and Tel. Co. 
Bell System oe enginserings, 
CARD |. SEE NEXT CARD». 





Sect. A&614,.00);, issue. 6. 
2. 


es. ls 


Cc somagy 2 AALI 


American Tel. & Tels Co 
Bell System practices Equipment 
enginecring. CARD 5s See next card. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY 
Bell System practices, Equipment 
engineering, 
Addendum AA636, ee 46, issue 2=D, 
© tee 91,88 8. 
au ation AA 230,008, issue l, 
© 100cth9; AA13948 96 
Section A 6li0» 002, issue 2D, 
© 1looethg AA1394,90. 
Section AAG40.005, issue l«D. 
© 100cth9; AA139491. 


JAN = 4 195, 
SEE Next card, P. 





Seétion AAGI2,010, issue le, 
© i age | i, AAI Sore tee 


a ae lesue 7#D * 


Kiowa: a 551s 
Seotion AAG48 41 

litovls9 3 hnag55z2 
eee iie ae eth {aus 2-De 

UNow9 béeiaz’ 8300 


gy 26 


taeus bets 
© 1jNovhos aiibs Ole 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices, Equipment 
engineering, CARD 2, SEE next cardy 





Section AAO 9BG4105 issue le 
© rte): 93 AAI 10302 
Addendim AAS: O16, 3 ‘Ssue T+D, 
— Uitovl; 3% ART OFO% 
Aa G dendum ARG sie 22010, dasve 2-Ds 
© Uptowlg: AA: 1050; + 
Addendun wher issue IHD» 
© Nev AAI (0505% 


Sect a OTA t2i0%8 Ssue 3<D, 
© 25Novlj9; a shheon. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Cx 
Bell System practices. Equipment en= 
gineering, CARD 3, ‘SEE next card. 





Section AA612.012, issue 3-D. 
© 25Novli9: AAD, 0802. 

Section AA610.005, issue heb. 
© 25Novl)9; AA1{,0803. 

Section AA612,.00), issue l-D. 
© 25novl9; AA1080). 

Section AA612.011, issue =D. 
© 25Novl9; AA1),0805. 

Section AA612.013, issue -D. 
© 25Novl93; Aa1hos8o06. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell@System practices. Equipment en-~- 
gineering. CARD h. SEE Next card, 





Addendum AA636, Fatt issue 2=D, 
© 25n owl AA10807~« 


Section AA 638 oh a aD. 


© eri ts 
OO seb AAO638, 


9s 
© Lédech93 atten 
Section PO gts a ls 


l=D e 


© 29Dech9; AA1}6557. 
—— AAGU: 00), issue 1“D, 
©} 20Jan50; AA151470s 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY . 
Bell System practices, Equipment ene. 
gineering. CARD 5e SEE next cards 





Adden rdum AA 6584108 issue 1-Ds 
© 20Jan50; AAISIAGI, 


Seetion AAG 616 652355, issue ls 
© 20Jan503 AA 1521) 91a 


AMERICAN TELEPHONE AND TEIDIGRAPH COMmPANY Os 
Bell System practices, Equipment en# 
gineerings CARD 6,4 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 
Bell System practices, Equipment 
engineering. 
Addendum AA638.108, issue 2-D. 
© 25dun51; AAl 52h. 
Section AA6)8.008, issue 2-D, 
© 25Jun51; Aal 0325. 
Section AACSB 55 $8 issue l-D, 
© 13Jun5l; 3e 
Addendum hain. ashe. issue 1-D. 
© 13Jun51; Aa1903h). 


SEE Next card. oo 





Bastien eee issue 1. 

Pa iste th wit ie eae 2D. 
© 18May513; AA190375~ 

Section AA636.563, issue 5D. 
© 18May51; AA190376. 

Section AAG611,002, issue 3-D. 
© 18May51; AA190377~ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
engineering. 


Card 2. see next card @ 





Addendum AA655e001, issue l«D. 
© 1lduS51z AALOZIL. 

Addendum AA612,.010, issue l«D. 
© llTul5ls AAlIzIW2e 

Section AA636.554, issue 6D. 
© 11dul§&y AA1939),3. 

Addendum AA610,003, issue l#D, 
© lldulL5lzs AA19391,0. 


Section Srp enet issue l;. 


WU 30Aug51; AA194921. 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY Cy 
Bell System practices Equipment ene 
gineering. @ SEE next card 


card 3s 





Seotion AAG12,01, issue 
© 50Aug51 3 “AAI I226 
Section KA2814020 issue 
© 50Aug51 5 AA194,925. 
Section 4A648e431, issue 
vA fing tet isighe67. 
Section AA638.330, issue 
© L7Augs2 7 ‘i i086. 
Addendum AA636 
© 17Aug523 74A1 91,889 
Addendum AAG1,.008, 
© pte 513 £A1948 


AMERICAN T 
Bell ayeten pr: edie 


De 
20-6 


issues 


ELEPHONE AND TELEGRAPH CO 
Equipment 


3«D. 


3e 
l#D, 
1D, 


Lesue le 


l=-D. 


MPANY we 
engineering 
CARD le 
See next card 





Addendum AA613.006, issue 1D. 


addendua Rab ujs0t + 


© 150cet513 AA19680 
Addendum AAG 3605 30 tosus 2eDe 
) 150etS1; 4196808, 
Seetion AA6 3665h0, issue 5«De 
© 150et513 AA196809. 


issue 2eDe 


SRI CAN TELEPHONE AND v7! SLEGI (APH COMPANY Crs 
ell System practices, Equipment engineering, 


- CARD 5a 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, 
Bell System practices, Equipment 
om eons 
Section AA61):.002, issue hep, 
© 17Feb595 AAL59815 6 


17Feb503 AAL 
Section AAG61),.00 
© 17Feb503 Aai598 
Section AA636.550, pall 3@De 
© tyPeb509 AA159817 « 


ge See AA of Aad 88795 issue leD. 


.. 3eDe 
§816 


-9 195 
See next oni @ sai ' 





Section AA636,738, issue l#D, 
© 19dun503 AA159842, 
Section AA646,72 
© 193un503 AALS 
Section AA636,580 
© 19dun503 AALS 
Section AA636.575 
A159 


© 19Jun503 
Section AA6%6.550 

© 19Jun503 AAl5 
Section AAG63l 

© 19Jun503 


is 
85 


issue 2D, 


iasue l#Des 


. 
sue 2-De 
te 


issue leD. 


006, issue 2 
AA1590),7 ~ ‘ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Cy 


Bell System practice 
Gard 26 


i ob 


Equipment engineorings 
SEE Next card. 





Section AA] }2 ,002, issue 2. 
© ives; AAL61203, 


Section AA610,006, issue BaD. 
© UiAug50¢s AALEL10) 

Section AA612,00%, issue 2D, 
© ihAugs0; AN161205, 

Section AA612,020, issuo 1+D, 
@ UAug50 ; AAL61206, 


Section AAGI6.823, issue 2+D, 
© UpAugsog AAL61107. 
Addendum AA61).00), issue 2«D,. 
© BOun503 AAL61169 « 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY Qs 
Bell System practice Equipment engi neers 
te e 
Card 3, SEE Next card, 





Section AA636. +a oD. 
© 50mm 05 i3Ea70 2 
Section AA636.56 A Mt tl leD. 
© 30dun503 AA1G1271. 
Section AA65),.102 ‘ill Le 
© ZOdun50% AA161172 « 
Section AA656.021, issue 2D. 
© 303un50}; AA161273.« 
Section AA6 668 B00}. issue 12D. 


© J00un505 AAL611L74.« 


Section AA668,002, issue 3«D. 
© 303un503; AA1LG1175.« 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment engineering « 


Card h 
SEE Next card. 





neghiee AA668,021, issue 3D. 
© 30duns0 4, AA161276 

iy AAG 8,022, {eine 7D. 
© 30Jun50 john AA1612 


renee AAG issue 5D. 


© 30dum50 05 840054 tas 
Section AAG668 
© 3O0Jun503 AA 


sreatans ee l=D. 


Addendum AA128,168, oe ie le 
© 19May503 AA161332. 
ete AA612,005, issue heD, 
© 2lMar50; BA1613336 
AMERICAN TELE PHONE AND TELEGRAPH Cot PANY ©. 
Bell System practice Equipment engineering 
ue @ Se6 next card 
Card Be 





Section 4A61).005, issue l-D. 
© 25Apr50; AA16153). 

Section AA61)4.009, issue )-D. 
@ 2i,Mar5o 3 £A161335. 

Addendum AA614.016, issue 2=D. 


SAprs50; AA1613536. 
Section AA630.101, issue 1. 


5Apr50 ; AA161537~« 


Section AA636.1)19, issue 2=D. 
© 25Apr50; AA1613538. 

Section 4A636,.560, issue 2-D. 
5Jun503; AA161339~ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY C, 
Bell System practices, Qe ame: engineering. 
See next card 





Addendum AA636.561, issue 1=<D. 
) 5dyun50; AA1613)h0. 
Section AA636.656, issue 3=-D, 
© 19May50; AA1613)1. 
Section AA638.211, issue 1-D. 
© 10Mar50; AA1613))2. 
Section AA639.001, issue i-D. 
© 25Apr50; AA16133. 
Section AA639.002, issue 2D. 
SApr50; AA1613)). 
Section AA639.003, issue 1=D. 
© 25Apr50; AA1613),5- 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. & et engineeringe 
C 


See next card 





Section AA64,6.250, issue l. 
© 2ipiar50; AA16136. 
Section AAG,6.831, issue 2. 
© SMay50; AAl613)7. 
Section AA 61,6.890, issue l. 
© 25apr50; AA1613)8. 
Addendum AA612.005, issue 1-D. 
© 12Sep50; AA169010. 


Addenum AA61),.016, issue 3-D. 
© 12Sep50; AA169008, 
Section AA636.1), issue 2-D. 
© 12Sep50; AA169000. 
AMERICAN TELEPHONE AND TELEGRAPH ComPANY ©, 
Bell System — ae Equipment engineering. 


Card Be 





Section AA61,007, issue l«D. 
© 12Sep503; AA169009~2 

Section AA618.421, tesue S=p. 
© 12sSep50; AA169 007+ 

Addendum AA M208 » issue 3-D. 
© 15Nov50; AA169136. 

Addendum Aab1y M2007» issue 1D, 


© 15Nov50; AA169135. 
AALS, 


Section 0,006, issue 1. 


© 160ct50; 4A16916% 
Addendum é 002, issue 1-D, 


30 
© 31Aug50; AA1695h0. : 
AMERICAN TELEPHONE AND TELEGRAPH COMPANY Ge 
Bell System practices, Equipment engineering. 


GARD 
. a ee See next oard. 





Section AA61),.022, issue 1. 
Ox5lAug5O; AAL695)1~ 

Addaéhndum £A612,005. issue 2-D, 
© 5i0ct505 AALE59LS6 

Addendum AAOL,,005, issue 1-D. 
© 510ct50; AA1699k:7. 

Section AA636.572, Lesue 3-D. 
© 298ep50; AA1L69252. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell systen practicog@ Equipment engineering 
Card 9« 





AMERICAN TELEPHONE AND TELEGRAPH 
, COMPANY ©. 
Bell System practices. Equipment 
engineering. 
Sect. AA636.55), issue h«D, 
© 3lMar!\9; 441210556 
Sect. AA612.006, issue 5<D. 
© vary si $ £A121630. 


© 18aprh93°AAi121631. 
Sect. AA639.005, issue 1D. 

© 28Aaprl93 AAl2h922. 
Sect. AA639.002, issue 

© 28aprl9; AA12)923. 


SEE Next card. wy 





Sect. AA636.568, issue 2-D. 
) 2Bapr9; Aai2lo2h. 
Sect. AA636.567, issue 2-D. 
© 28apri9; AA121)925. 
Sect. me 6.561, issue 2D. 
© 28aprh9; gle 926, 
Addendum ak 636 6.54 - issue l-D. 


Sap: AAl 
Sect, oan «5357, as 6=D, 


© 1&1 et 4A12),893. 
Sect. AA61).001, issue 3, 
© 1@iayl9; AA1289). 


American Tel, & Tel. CO. 
Bell System practice 8. Equipment 
engineering. CARD 2. See next card. 





Sect, AA636.415, Lesue 2-D, 
90, 235u9 93 Aai2c96s. 
Sects A&676.573, ilssue. 2«D. 
© 2aunl;5; "4527027. 
Addendum AA61),,001, issue 1-D. 
© 17sunl93 AAl27h21, 
Addendtim AA636,1,13, issue 2D, 
© i7Junh9; AA1L27)22. 


Sect, AA636,52, issue 4-D, 
© i7dunl9; Aala72h. 

Sect. AA610,001, issue 7D. 
© i7dunhg93; AA127435. 





i CARD 3 
Amer, Tele & Telw Cow See next cords 
Bell System practices, Equipment eng nger Se 


. Addendum AA636.722, issue 1. 

©2 _ 3 AA129710. 

2018, issue 3-D. 
unly)3 AAI29717. 

551, issue lp. 
93° Aai29718. 

seat ak 27, issue 1. 

© 27sunli9s aal297A9- 


ary ee 563, desue 3=D. 
93 AA129723. 
Addendum AA636e547, issue 1-D. 
© 63u1l93° asi2972). 


American Tel, & Tel. Co. 
Bell System practic 8, Equipment 
Oe @ 


CARD SEE next card, 





Sect. AA613.006, issue =p. 
© 631493; 4129736. 
Addendum AA636.),11, issue 1<D. 
© 22Augh93 AA13);732. 
Sect. ANGLO. 18, issue 1. 


© 22Augh93 AA13);733. 
Sect. AAG,6.819, issue l. 
w my 3 AA135L: 7354. 


Sect. AAG\6,831, issue 1, 
© 22Augh9; AA134755~« 


American Tel. & Tel. Co. 
Bell System practice Equipment 


engineering. 
GARD 5.« See next cards 





Seot. AAGL3,002, issue h«D. 
me en 21506. 2D 
Suanglos Aatsisor. 


5 
Sect, AA611,00), issue 5<D, 
© 27Seph93 AA135182. 
Sect, AA61),,003, issue 2D, 
© 27Sepl93 AA135183, 
Sect, AA614,O21 yiisue 26D, 
© 27Sepl93 AA13518, 


Amers Tel. & TOl,s CO. 
Bell System Oe etnoee a 
Equipment engineer ge 
Card 6, SEE next cd. 





Addendim AA610,004, tssue 1*D, 
© Saughg; a 155500. 
Acdonias AAG12 2006, iasue LD, 
© SAugligs Ak AL13530L 
Sects Ak issue ls 
siuckss ARtSSS02" 
eee AA6364.210, tasue ls 
Shugh9; AA135303. 
—_ AA6L6.815, issue le 


© SAug9; AA15530),. 


Amer. Tels & Tel« Co« 
Bell System practiced rans pment 
enginesring. See next card 





Sect. £A612.018, “fseue 6D. 
© 9Sepl9; AA135871. 
Addendum Bree y or issue 1=D. 
© 98ep93 44135872. 
Sect. AAG),6.821, issue 1. 
© 9Sepl,9; AA135873~ 
=” “Ye AA6),6.822, issue le 
© 9Seph93 Aads5o7he 


Sect. AA6,6,8253, issue 1. 
© ISephd § AA 5907 9s at 


“oe AA » issue l. 


© 9Sepl9; AA135876. 


Amer, Tel. & Tele COs 
Bell System practices a Equipment engineering 
See—next cards 


CARD 8 





Addendum AA610.002, Issue leDe 
© SNov5i3 AA2OSShii« 


AMERICAN TH. EPHONE AND TELEGRAPH COMPANY O+ 
Bell System practicess Eq ipment 


engineerings 





Atieinten AA612.915, issue 1D. 
© 5Aaug523 AA221957.4 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. Equipment 


engineering.» 





Section AA612s015, issue 5*Ds 
© 5aug52$ AA221958% 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Equipment eng= 


ineering >» 





Addendum AAG61),003, issue 1D. 
© 26pee51;3 AA207576+ 


AMERICAN TELEPHONE AND TELPGRAPH ComPANy ©. 
Bell System practices. Equipment engineerings 





Section AA6U:,00), issue 7=De 
© 7Iul52$ AAZ195004 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices, Equipment 


engineering. 





Addendum AA614.007, issue 3D. 
© 2Jan52 (in notice: 1951); 
AA208678. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. Equipment engineering. 





Addendum AA614.009, issue 2=D-. 
© ikdan52 (in notice; 1951); 
AA206897 « 


AMFPRICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practicess Equipment 


engineerings 





Addendum AA618.301, issue 1l-D. 
© 6Mer52; aa208639. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 


engineering. 





Addendum AA6)0,002, issue l-D. 
© 23un523 AA219266. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Equipment 


engineering. 





Section AALY2e017, issue 1 cgrgy 
in Itss Gentral office main= 
tenance. Section AS87026 
issue le © 22Jen52; AA206880. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©+¢ 
Bell System practicess Equipment 


engineer in ge 





Section AA611.001, issue 26D, 
© 13May523 AAZ15517 6 - 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment engineer=- 


inge 





Section AA612.019 
© 19Dee51; AA208724 


iss sue heD rs 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. Equipment 
engineering. 





Section AA613.005, issue 3D. 
© 21sep51s3 AA207717. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices, Equipment 
engineering, Seve de 





Section AA6132007, issue 3D» 
© 2iMar52; AA213125~¢ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©- 
Bell System practicese Equipment engineering. 





Section AA616.423, issue k-pD. 
© 30Apr52; AAZ14322< 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 


engine er ing e @ 





Section AAG30,101, issue 2. 
© 26pec¢513; AA207575+ 


AMERICAN TELEPHONE AND TFELEGRAPE ComPaNy ©. 
Bell System practices. Equipment engineering. 





Section AAG6%)).003, issue h. 
© 26Dec513 AAs2073 7h. 


AMERICAN TELEPHONE AND TELEGRAPH company ©. ; 
Bell System prectices,. Equipment engineering. 





Section AA63+003, issue Fe 
© 30dun52; AA2200514 


AMEPICAN TELEPHONE AND TELEGRAPH COMPANY Oe 
Bell System practices. Equipment engineering» 





Section Aa636.208, issue 2. 
© 2isep5i; aa207718. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
EMIX Bell System practices, Rquipment 


engineering. 





Section AA636.211, issue 1. 
© 21sep51; AaA207719. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, 
Equipment engineering. 

/Bell System practices, 





Section AAG36s0212, lasue le 
© SNovSls AAZ20SSy5-~ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices» Equipment 


engineering» 





Section AA636.212, issue 2. 
© 5Aug523; AA221959 « 


AMERICAN TELEPHONE AND TELEGRAPH CoMmPANY © 
Bell System practices. Equipment engi- 


nedringe 





Section rag to A i ssne 7#D. 


© 2Jan$2; AA2O 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
engineering. 





Section AA636«575, tssue 3<D. 
© 7Feb523 AA2085864 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
eng ineeringe 





Section AA636,581, issue l+D. 
© 26Dec51; AA207373.~ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. : 
Bell System practices. Equipment engineering. 





Section AA636.582, issue 1D. 
© 26Dec51; AA207372.« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment engineering. 





Section AA636.583, issue 1. 
© 26Dec513 AA207371+ 


AMERICAN TELEPHONE AND TELEGRAPH ComPANy CG. 
Bell System practices. Equipment engineering. 





Section AA636. re — heD. 


© 2Jans2; 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. Equipment 
engineering. 





Section AA636.819, issue |j-D. 
© 7Feb52; AA® 8587. 


AMPRICAN TELEPHONE AND TELEGRAPH COMPANY ©- 
Bell System practicese Equipment 


engineeringe 





Section AA6 366213, issue l#De 
© 2yMarh2s AAZ131l2h¢ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Oc 
Bell System practices. Equipment 


engineerings 





Section AA636.21h, issue 1+D. 
© 19DecS1; AAZ06723. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Eqigiinent 
engineering. & 





Section AA630.335, issue 1MD. 
© 19Nov5S13; AA205617+ 


AMP RICAN TELEPHONE AND TELEGRAPH COMPANY O« 
Bell System practicess Equipment 


engineer ing, 





Section AA639.003, issue 2-D. 
© 19Dec51; AA208722. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
engineering. 





ection AA639e007, fasue 2=De 
© Ly Ta 1523 4 A2060896 : 


AMERICAN TELEPHONE AD TELEGRAPH COMPANY ©s 
Bell System practicess Equipment 


engineering» 





Section AA6h6«237, issue le 
© 290etS1s3 AALOST72Z¢ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Oc 
Bell System practicese Equipment 


engincerings« 





Section AA664250, issue 2s 
© 9gun523 AAZ1850h« 


AMFRICAN TELEPHONE AND TELEGRAPH COMPANY ©s 
Bell System practicese Equipment engineerings 





Section AA6l6e810, issue le 
© 16Jun523 AA2Z19635« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©» 
Bell System practicese Equipment engineeringe 





Section AA6l,6.836, issue 1. 
© 25Apr523 AACN) 50~ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Os 
Bell System practices. Equipment 


engineering. 





618% 


Section AAGL.6 4060, issue ls 
> 


© 19Nov513 AAZO 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©« 
Bell System practicese Equipment 


engineerings 





fon AA646.861, issue le 
LONov513; AA205619¢ 


Sect 
© 


AMPRICAN TELEPHONE AND TELEGRAPH COMPANY ©- 
Bell System practicese Equipment 


engineerings 





Section AAG)6.862, issue 1. 
© 19NovS1s AA205820+ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©s 
Bell System practices» Equipment 


engineering. 





Section AA646s863, issue ls 
© 19Now513 AAZ0S821s 


AMFRICAN TELEPHONE AND TELEGRAPH COMPANY O« 
Bell System practices« Equipment 


engineerings 





Section AA6!:8.008, issue 3-De 
© 6May52; AA2150907« 


AMERICAN TELEPIIONE AND TELEGRAPH COMPANY Os 
Bell System practices» Equipment engineering. 





Section AA648,009, issue 28D. 
© 19DecS1ls AAZOOTZLs 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices, Equipment 


enginecring. 





Section AAG)f,.000, issue 3-D,. 
© 23apr523 AaZ1f 152. 


AMFRICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
engineering» 





Section AAG6)8.012, issue 1D. 
© 13May523; AA215518. 


AVERICAN TELEPHONE AND TELEGRAPH ComPANy ©, 
Bell System practices. Equipment engineer-=- 


inge 





Settion AAG6)8s013, issue 1D. 
© 23Jun523 AA2192676 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices, Equipment 


engineering» 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. Engineering informa- 
tion. © American Telephone & 
Telegraph Co. 

Section AAl06.101, issue 1. 
© 9Aug54; A152577. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. Engineering informa- 
tion, © American Telephone & 
Telegraph Co, 

Section AAlO7.101, issue 1, 
© 21Dec53; A123057. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. Engineering infor- 
mation. © American Telephone & 
Telephone Co. 

Section AA\30.101, issue 1, 
© 27Sep54; A158303. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMP ANY,. 

Bell System practices,. Equipment 
engineering. Engineering infor- 
mation, © American Telephone & 
Telegraph Co, 

Section AA\30.101, issue l. 





Section AALMO.«.101, issue 1. 
© 1700t525 AA22796\. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices+ Equipment 
Engineerings Engineering information. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY + 

Bell System practices. Equipment 
engineeringe Enginsering 
information, © American Tele- 
phone and Telegraph Co. 
Section AAl0.00), issue l. 

© 19Jun53; A98365. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY 

Bell System practices. Equipment 
engineeringe Engineering in- 
formations © American Telephone 
and Telegraph Co.« 
Section AAll3-001, issue l- 

© 19Jun53; 498366. 





AMERICAN TELSPHONS AND TELEGRAPH 
COMPANY. 
-_ Be lone peneeseana Equipment 
Engineering ine 
* © American Telephone 
Oe 
3,002, issue i, 
A14662 


,e 





AMERICAN TELEPHONE & TELEGRAPH COs \Y 
New York. 
Bell System practices, Equipment 
engineering. General. 
Sect. AA102.001, issue 3 
© 25Augh7; AA67376. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 

Bell System practices, Equipment en- 
, Bineerings General. 

gyre 4A636.561, issue 1+D, 

© 19Seph7 AA72992. 

Sect. akeih 000, a 3-D. 


© azoct i] AA72988 


Sect. 14.017, ‘eave 1-D, 

© asecth?: Ag72909. 

Addendum AA636.551, issue 3D. 
. © 220ct rey MT AA72991~ 

Sect. 64, issue l-D, 


© iesshts kavsees, 





SEE next card, 


Sects AA6364546, 1esue 6-D, 
© 300cth7 i AA72990+ 
ype ae 3 ibook. 2-Ds 
© Oc : e : 
2 Beot. py iii 5D, 
© 12Novk7; AA75219. 
Bect. AA 39.00, issue lLeD, 
© 28Novws7; AA75220. 
Addendum 44610,005, issue 2D, 
© 51Dech7; 44817). 
Sect. AA638.1,0, issue 3-D, 
, © 31Deck7; #a81738. 


Telegraph Company, 


Anerican Telephone and 


Card 2. See next card 
Bell System none and @) 2010800; enginesring. | 





Sect. AAG oli10 issue 2-D, 
© 351Decl7; AA81736. 
© FF os ore Pr ge l-D. 


 Sa0te wa 36. Pi go 2-D,. 
on 1 ieeoit ‘itive 35=D. 
© 5Febl8; AA 


Addendum AA611. rin "ieeus 2-D, 

© 26Fed);8; AAB1 743. 

Addendum AA 618.201, issue 2-D, 
. © 72. 

Sect, AA issue 3-D. 

© 5Marl8; Aa i7h5. 

ste a ~ pr Baa i 

e stem practices. u 
engineering." Card 3. See gg 





Sect. AAG vag oe issue 2. 

© igmar)8 ; De 

——— i355 ‘issue 1-D, 
; 19Marl8 ; fae 


0. 
Pa For AR 63 issue i«D. 
3E5k 08. 


© raga ote ob 
Sect. AA 36.57 “sie an 1-D. 


© 12Apr}; 


“Fel 1°89 sole = yactiogs am Co, 


pabats eng incoring® 
Card 





Steet, lirt goons |e 


anes 2. 
763- 


issue 5-D. 


16. “{ssue 1-D. 
765 


, 


american Tel. & Tel. Go. 
Bell System practices. Zquipment 
engineering. General. BARD &. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. 
engineering. General. “ 
branch exchange. Installation and 
maintenance. © American Telephone 
and Telegraph Co. 
Section AA128.168 calso known as2 
Section B128.051, issue 3,.: 
© 29May53; A95623. 





AMERICAN TELEPHOFE AND TELMCRAPH 
COMPANY > 
Bell System practices. Equipment 
engineering.e General equipment 
requirements. © American Telee 
phone and Telegraph Co. 





American telephone and telegraph company. 

Bell system practices. Equipment enginecrings 
General equipment requirements. (AT&TCo standard) 
(Loose leaf) — 


@ 10-31-45; Ze 149446; AA 1085. 
© 10-31-45; 20 1+9+46; AA 1081). 


© 1l<15-45; 2c 1494465 AA 1088, 
© 11-15-45; 20 1-94463 AA 1089, 
@ 11-15-45; 2c 1-94-46; AA 1103. 
12=51-453 2¢ 2027463 AA 5794, 
Ce 12-81-45; 20 2-27-2465 AA 5791. 


@ 1418+46; 2¢ 7425446; AA 16487, 





Bell s ystem practices. 
General equipment requirements. 
(Loose leaf) 


@ 2418-463 20 7-25-46; AA 16489. 
© 3+15+-463 2c 7-25-46; AA 16604, 


@ $-154463 2¢ 7-25-46; AA 16610. 
@ 6-15446; 2¢ 7+25-46; AA 16611s 
@ 4+ 24463 2e 7426-463 AA 1648854 
@ 4<24463 2e 7-25-4463 AA 16486s 
© 40224463 20 7-25-46; AA 165094 


© 4-22-46; 20 “oO 16612, 





Cr sof 3 
American telephone and telegraph company. 


Bell system practices. ipment engin 
pment cor clieunihe taratoe etaniers) 


(loose vet) 


© 5421-463 26 9450-463 AA 18542. 
@ 5021-463 26 9-30-46; AA 18545, 
@ 5421-46; 20 9480-46; AA 16545. 
@ 6«21-46; 26 9450-463 AA 18546. 
@ 64214463 26 9-50-46; AA 16547. 
@ 6+21.466 26 9-30.46; AA 16548. 
G 6921-463 2e 94500463 AA 195445 
@ 6421-463 26 11-7. AA 27301. 





American telephone and telegraph company. 


Bell system practices. pment engineering. 
(ATaTCo standard) 


@ 6421-463 20 11-7-463 AA 27802. 
@6+-21446; 26 11+7446; AA 27515, 
6214-46; 20 11-7-46; AA 27517. 


6«21446; 2¢ 11~7-463 AA B7620" 27325. 
To 2046; 26 11-7446; AA 27503. 

@ To 24463 2e 11~7-463 AA 275125 

© Te 24463 2o 11474463 AA 275146 

G T+ 24466 = He wr AA 27816. 

© To 2u063 26 1147-46: AA 278184 





ad $ 
American telephone and telegraph company. 
Bell system practices, Equipment engineering. 
General equipment requirements, (AT&TCo standard) 
(Loose leaf) 


@ 7424463 2¢ 11-7446; AA 27519. 
© 7-24-46; 2e 11-7446; AA 275245 
@ 8-65-46; 2¢ 11-7446; AA 27513. 
@ 9424446; 20 11-14-46; AA 27872. 





System practices, Equipment 


gineering, Generel equipment 
requi renenta, 
Addendum AA636.526, tasue 1D 
* © 29} ta yh? s AABSTONy 
Addendum £a636.551, issue 2-D 


© 29mayh7; AA66793. 
p AA636.730, issue 2 
© 29Mey|,7; 4A66790. 
Addendum AA636.542, issue 
© 12Junk7; AAG679 5+ 
Addendum AA6 36.5 550, issu 


SEE next card. 
Coxon week 2K KOK XK KX, 





A66796, 
f issue 1-D 


60, issue 1-D 
) 103n1)7; AA66792. 
Addendum AAG, 006, issue 1-D 
29dull7 ¢ AAS6T7' 98. 
eat. AA61.006, issue 2-D 
© 295u1h7 3 A667 


st Sg 2 


Addendum AA646 aah issue 1-D 
© mt sag ed OF AA67575- 


Sect. 6.562, issue 1-D 
© 25augh73 AA67357h. 


American Telephons & @: elegraph 
Bell S stem, Beets te Re Ou! 


meng eu’ neerin 
eneral equipment requi nen guiee (Card 2) ° 





Sect. AA636.569, issue 
© 25aug)7; AA67373. 
Sect. ereseetys issue 
© i9Sepl.7; AaAod663. 
Sect. AA638.529, issue 
© 19Sepl,7; AA68 66h 
Sect. AA G48 eee issue 
© 19Seph7; AA 

Sect. merry Fe 
© 19Seph7; Aaés 666. 
Sect. AA668.001, issue 
© 19Sep7; AA68667. 


ye 


Tel. “< Tel. Co 
“Bell nov sten 18 practic co®, 
equip. ractfe 
aaee br 


Equip «. engineering. 
ent 186 





A 3.017, issue 2-D 
Sep73; AA68669. 


‘Bell Systems practi 
eering. General equip 


eq8s Eguipnsnt enigin= 
ment requirements,.. 


American Telephone & “@:::: Cos (Card J). 





American telephone and telegraph co. 

Sell system practices. lUquipment 
engincering. General equipment require= 
ments, ( American telephone Wy. 
vin NS gh . " alt L2Nov. se vig 
AAL I, a re 15035 } eeoen ov 
AALL2L8, Ye », Weg “hiees’ 

298s “Wiss25 


1255 
© 2uieyi 6s ; aes 53 sipockes AA} 25, 
oO epeeet 1268 ven 72 AAS 770=557713 
© ebl;73 AK55828, 558303 17Marh73 


AA52192-5219) 





American telephone and telegraph company. 
Bell system practices. Equipment engineering. 
equipment requirements. (AT&TCo standard) 
(Loose leaf) 


@ 12-81-45; 20 2-27-46; AA 6792. 





American telephone and telegraph co, 
Sell system practices. Equipment 
engineering. Overall equipment 
requirements, © American telephone 
and telegraph co., New Yorks UyFedh7; 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Addendum AA610.002, issue 2-D, 

© 250et54; 4160252. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 
Addendum AA610.005, issue 1-D, 

© 12Apr54; A1l37202. 


@. 





Addendum AA610.005, issue 2-D. 
© 7Nov52; Aa230570. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment engineer- 


ing. General ee oes 
3 





AMERICAN TELEPHOVE AND TELEGRAPH 

COMPANY. 

Bell Syster practices, Equipment 
engineering.e General equipment 
requirements. © American Tele= 
phone and Telegraph Co. 
Addendum mpgs te issue 3-D. 


a 


© 13Peb53; A885 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMP ANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 
Addendum AA610.006, issue 3-D. 

© 26Jan53; A&8k39k. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering.e General equipment 
requirementss © American Tele~ 
phone and Telegraph Co-« 
Addendum AA612.005, issue 1-D. 

© 19Jun53; A98367~ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
ehgineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Addendum AA612.006, issue 1-D, 

© 27Sep5h; A158304. 


, © 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Equipment 
vena etn General equipment 
requirements, © American Teles 


phone and Telegraph Co, 
Addendum AA612,011 aa 1#D. 
e 


© 23Nov533; A1200, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipmen 
engineering. General cadiseet t 
requirements. C. ea Tele-~ 
phone and Tel 
Addendum AA6é12, 23, tl l+D,. 
“© 30Dec52; 82,60. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineeringe General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 
Addendum AA613.002, issue 1-D. 

© 26Jun53; A99104. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele}« 
phone and Telegraph Co. 

Addendum AA613,.002, issue 2D, 
© ldunShs A1;2232 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY + 

Bell System practices. Equipment 
engineering. General equipment 
requirementse © American Tele~ 
phone and Telegraph Co. 
Addendum AA613.006, issue 2«D. 

© 19JunS 3; 498368. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Addendum AA613.007, issue 1-D, 

© 12Jul5\; A150958. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co, 
Addendum AA613.012, issue 1D, 

© 12J3ul54; a150959. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Equipment 
dr pte General equipment 
requirements, apt Of Tele« 


ue l#D, 


phone and Telegraph 
Addendum AA613.013, 1 
%e 


© 25dan5h3; Al2 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineeringe General equi 
requirements. © American Tele~ 

phone and Telegraph Co. 
Addendum AA6134013, issue 2D. 
© 7Sep5h3 A154399- 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Addendum AA61),.005, issue l<D. 
© 230065353 A115141. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. (€ American Tele« 
phone and Telegraph Co. 
Addendum AA614.005, issue 3-D. 

@ 19pec52; a80622, 





AMBRICAN TELEPHONS AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
enginecring, General equipment 
requirements, © American Tele« 
phone and Telegraph Co, 
Addendum AA61);,007 issue heD,. 

© 23Nov533 Al2004). 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment _ 
engineering. General equipment 
requirements, © American 
Telephone and Telegraph Co, 
Addendum AA618.201, issue l. 

© 6Jan5); A12).8h7. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Addendum AA630.001, issue 1D, 

© 12du154; A150960. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
anusooewings General equipment 
requirements, © American Teles 
phone and Telegraph Co, 
Addendum AA630.101, issue ls 

© 21dun5h3 A11;6003, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Addendum AA636.112, issue 1. 

© 250ctSh; al60253. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Tele« 
phone and Telegraph Co, 
Addendum AA636,202, issue SD, 

© 25dan5h3 al2sy33, 


e 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co, 

Addendum AA636.210, issue 2, 
© 26Apr5h3; A1362\9. 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. (© American Tele- 
phone and Telegraph Co. 
Addendum AA636.412, issue 5-D. 

© 9Jan53 (in notice: 1952); 
A828)9. 





AWERI CAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. “Sigtp- 
ment engineering. General 
equipment requirementse © Ameri-«- 
can Telephone and Telegraph Co. 
Addendum AA636.537, issue 2=D. 

© 20Fed53; A89675. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. Goneral equipment 
requirements. © American "ele- 
phone and Telegraph Co. 
Addendum AA636.537, issue 3. 

© 283153; 0101662 





AMBRIGAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. |) American Tele- 
phone & Telegraph Co. 

Addendum AA636.54.0, issue 1. 
© 1300t53; A115080, 


@. 





Addendum AA6%651:6, issue 3D. 
© 22anug52¢ AA2Z22959 « 


AMERICAN TELEPHONE AND TELEGRAPH ComPANY © 
Bell System practices, Equipment engineer- 


ings Gonpral “so requirements. 





age te TELEP HONE AND TELEGRAPH 


tem practices. 
ment “engineering « ome 
equipzient requirements. 


pod or Telephone and Tele~ 


B_ ANGE. bs issue h-P. 
pr53; A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co, 
Addendum AA636.51:7, issue 1-D, 

© 303an53; A8)756. 


@. 





Addendum 4A636.561, issue 3-D. 
© 12sep52; AA226009. 


SMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Equipment 
engineering. General equipment 
requirements. 





Addendum AA6360537, issue 1-D. 
© 22Aug523 AA222958. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Equipment engineer= 


ing* General equipment vequirements. 





AMBRICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Jo. 

Addendum AA636,563, issue l. 
W 150606553 A11L5079~6 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Bquipment 
engineering. General equipment. 
requirements. © American Tele- 
phone and Telegraph Co. 
Addendum AA636.7\41, issue 1. 

© 283153; A101601. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele-~ 
phone & Telegraph Co. 

Addendum AA636.7l2, issue 1, 
© 17May54; A14,0833. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 
Addendum AA636. 735 issue 1-D, 

© 30Jan53; A&755. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering, General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 

Addendum AA638.21h, issue 1«D, 
@ 23Feb5h3 Al305h4. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. : | 
Bell System practices, Equipment 

engineering. General equipment 

requirements. © American Tele- 

phone and Telegraph Co. 

Addendum AA648.010; issue 2-D, 
© 13Apr533 490596. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equip- 
ment requirementsse © American 
Telephone and Telegraph Co. 
Addendum A&6l,8.013, issue 1D. 

© 27Peb533 089678. 





Section AAG10.001, issue 8«+D. 
© 18SepS2; AA226797.~ 


ee icay TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment 


engineering. General equipment 
requirements. & 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA610.003, issue 5-D, 
© 6Jul54h; A147666. 


h 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Bquipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 

Section AA610.00), issue hep. 
© llJanS); 12459, 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA610.005, issue 5D, 
© 7AugS33 A1052h0. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Tele~- 
phone & Telegraph Co. 

Section AA610.006, issue 6D, 
© 12Apr5h3; A1l37203. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
ey onl “ 

Be System practices. Equipment. 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co, 

Segsion Aa6ll. eoaite issue 6-D. 


50Dec52, Ab2i79. 





AVERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. FEquip- 
ment engineering. Gerérail 
equipment requirements. 
© American Telephone and Tele=- 

graph Cos 
Section AA612.005, issue 5=D. 
Apr53; A90817. 





Section AA612.006, issue 6=D. 
6822. 


© 30Sep52; AA22 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment 
engineering. General equipment 
requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY » 

Bell System practicesae. Equipe 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele« 
graph Co. 

Section AA612.010, issue 5«D. 
© 21Sep533 A109763. 





AMERICAN TELEPHONE AND TELEGRAPH 
Belk Spoven: yeasts guineas 
Be System practices. Equ ; 

engineering. General equipment 
requirements. © American Tele-~ 
phone and Telegraph Co. 
Section AA612.011, issue 5-D. 

© 53un53; A96919. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co, . 

Section AA612.012, issue h-D, 
© 21Dec53; A123058., 


@. 





Section SRLS See SD. 


© 30Sep52; AA226825, 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment 
engineering. General equipment 
requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Beil System practices, Equipment 
enginecrings General equipment 
requgements, © American Tele« 
phone and Telegraph Co, 

Section AA eonek _ este 7D. 
© 23Nov533 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 

Bell System practices, HEquipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA612.020, issue 2-D. 

© loMay54; A140099. 





AVERICAN TELEPHONE AND TELEGRAPH 
, COMPANY. 

Bell System practices. Equip~ 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele~ 
graph Co. 

Section AA6135.002, issue 5-D. 
© 8apr53; 490813. 





Section oe ranger issue =D. 


© 30Sep523 AA226621. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment 
engineering. General equipment 
requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY,. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co, 

Section AA613.00), issue 5D, 
© 7Aug53; Alo52h1. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY.» 

Bell System practices. Equipment 
engineering. General equipment 
requirements. | American Tele- 
phone & Telegraph Co. 

Section AA613.006, issue 5D, 
© QNov533; A115108. 


.@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone and Telegraph Co. 

Section AA613.010, issue 1-D, 
© 303an533; A64750. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices, Equipment 
engineering. VYeneral equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA613,.013, issue 1-D. 
© JNov553 A115109. 


, © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 

Section AA613.014, issue l-D, 
© 30Nov533 A123955. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 

Section AA61).001, issue l-D. 
© SJun53; a96920. 


@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineeringe General equipment 
requirements. © American Telee 
phone and Telegraph Co, 

Section AA61).003, issue 3«D, 
© 7Sep5h3 Al ° 


r © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, -Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone and Telegraph Co. 

Section AA61).005, issue 5-D, 
© 23Apr533 492138. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Segtion Say thar k-D. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 

Section AA61).011, issue 3-D. 
© 27Mar53; A90619. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Equipment 
engineering. General equipment 
rements. © American Tele= 
phone and Telegraph Co. 
Section AA61).016, issue 3=D. 
© 7Sep5h3 A15y),01. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA618.001, issue 6. 

© 29Nov5y; Alé6y221. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone and Telegraph Co. 

Section AA618.201, issue 6. 
© 27Mar53; A90620. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY .s 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Tele» 
phone and Tele _— CO. 
Section AA618, issue 96D, 

© 3Hay5i; 01397065 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment . 
requirements. © American Tele- 
phone and Telegraph Co. 

Section Aa63).003, issue 6, 
© 12Jun53; A96926. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANZ. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA63).005, issue 5. 
© ibJund4; Alky2 


@. 





AVERI CAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equip- 
ment engineering. General 
equipment requirements. 
© Ameri can Telephone and Tele- 


graph Co. 
Section AA636.112, issue 2. 
© 8apr53; A90819. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA636.204, issue 3. 

© 22Wov5h; A164273. 





Section AA636s2145 issue 2s 
Sa, 


22Aug5e3 AAC22957s 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices, Equipment engineer= 


inge General “6 requireronts ¢ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 

Section AA636.213, issue 3. 
© 23Feb543 A1305h3. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Tele h Co. 
Section AA636.418, issue 3-D, 

© 27Mar53; A90621. 





AMERICAN TELEPHONE AND TSLEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Teles 
phone and Telegraph Co, 
Section AA636, Lt le 

° 


© 3May5l3 A1397 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele« 
phone & velegraph Co. 

Section AA656.533, issue h. 
© 1306t53;3; A115081. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
General equipment 
© American Tele- 

phone & Telegraph Co. 
Section AA636.539, issue . 
© 15Sep53; A108890. 





Section AA63665):75 issue 54D. 
5960. 


© 22aug523 AA22 


ANERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Equipment engineer= 
ings General equipment requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA636.567, issue 3. 
© iJ 3 Al44281 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA636.573, issue k. 

© 27Sep54; A158305. 





AMERICAN TELEPHONE AND TELEGRAPH 

COM PANY « 

Bell System practices. Equipment 
engineeringe General equipment 
requirements. © American Tele- 
phone & Hee ahr Coe 
Section AA63 issue lh. 

© 3Augsh; Rene 59. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. (© American Tele- - 
phone and Telegraph Co. 
Section AA6356.581, issue 2=-D. 

© 21Nov52; 474339. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele« 


and Telegraph Cos ; 
eaten A636 bBs issue le 


© lJundh3 A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele} 
phone and Telegraph Co. 
nontaon AA6364590, issue 1. 

A150913- 


© 1lédul5h3 





AMERICAN TELEPHONE AND TELEGRAPH 

COM PANY - 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Coe 
Section AA636.591, issue l. 

© 16Jul5y; A15091\- 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equip< 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele=- 
graph CoO. ; 

Section AA636.733, issue 3-D. 
© 27Feb533 a99682 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 

phone & Tele a Co. 
Section AA6 a k. 
UyJunshs A 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COM PANY 

Bell System practices. Equipment 
engineeringe General equipment 
requirementse © American Tele- 
phone & Telegraph Co. 
Section AA636-7 37, issue 2. 

© 30augSh; A154860. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele~ 
phone and Telegraph Co. 

Section eae issue 2-D. 


© 21Nov52; A7 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele~ 
phone and Telegraph Co. 

Section AA636.743, issue 1-D. 
© 21nov52; A731. 





Section AA636.7i, issue 1-D. 
© 7Nov52; Aa2350571. 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Equipment engineer- 
ing. General equipment requirements. 





Section AA636.7).5, issue 1-D. 
© 1ynov52; aa250l98. 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Equipment engineer- 
ing. General ee requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & arene h Cos 
Section AA636.746, issue 1. 

© 13006533 A115078. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA636.747, issue 1. 
© 15Sep53; A108887. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA636.747, issue 2. 

© lliov54; A161043. 





h 


AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone and Telegraph Co, 

Section AA636.71,8, issue 1. 
© 15Sep53; Al08868. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMP ANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA636.745, issue 2. 

© BNovS4h; 416347. 





SRICAN TELEPHONE AND TSLEGRAPH 
COMPANY. 


Bell System practices, quipment 
ine General equipment 
© American Tele« 
phone and Telegraph Co, - 
Section Aad Wath, Leeue is 


© 28dunSh; All6 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
a gets ko issue 1. 

SNov543; A163448. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA636.755, issue 1. 
© 16Aug5h; A1l53251. 


6. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 

Section AA636.819, issue 5-D, 
© 13Apr533 490599. 





AMERICAN TSLEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele~ 
phone & Telegraph Co. 

Section AA636.820, issue le 
© 23006533 A1151)2, 





Section AA638.109, issue ls» 
© l0oet523 aa22ho02, 


AMERIDAN TELEPHONE AND TELEGRAPH company © 
Bell System practices. Equipment 
engineerings’ General equipment 
requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA638.109, issue 2. 

© 180ct543 A158812. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
‘phone & Telegraph Co. 

Section AA636.110, issue l. 
© lhAug53; A104950. 


‘-. 





AVERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equip= 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele«- 
graph Co. 

Section AA638.212, issue 1. 
© 20Peb533 a89673. 





Section AA638.19, issue 1. 
© 28aug523 AA222997 


AMERICAN TELEPHONE AND TELEGRAPH company © 
Bell System practices, Equipment 
engineering.s General equipment require- 


ments « 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
a mapa ee © —_ can Tele- 
phone and Te apree= Oe 
Section AAG38.119, issue 2. 

© 20Feb533 Ao9671.. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. (© American Tele- 
phone and Telegraph Co. 

Section Aa638 cama 1-D. 


© 50Dec52; A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY,- 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele~- 
phone & Telegraph Co, 

Section AA638.420, issue 2-A. 
© 21Dec53; Al23059. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices, 
engineering. General equipment 
requirements. © American Telephone 
and Telegraph Co, 
Section AA639.008, issue 1-D. 
© 17Apr533 A91665. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY,. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 

Section AA640.001, issue 2, 
© 19Apr5u.3 A137181. 


@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele« 
phone & reer ate Co. 

Section AA6h6.235, issue 2. 
© BMarSh; A131306 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices; Equipment 
engineering, General equipment 
requirementss © American Tele» 
phone and Telegraph Cos 
Section ANGLOv2]:7 dssue 24 

JunSh3 A223), 


Ol 


® 





AMERIGAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele« 


phone & ee ey: Coe 
Section AA6,6.256, issue 1. 
© 1606t533 A115062. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Telephone 
and Telegraph Co. 

Section +701, iseue 1, 
© 15May533 A9u136. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Telephone 
and Tele h Go, 

Section AA646.702, issue 1. 
© 15May533 A94137, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Telephone 
and Telegraph Co, 

Section AA64u6,703, issue l. 
© 15May533 A9hi36. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY,. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Telephone 
and Telegraph Co, 

Section AA6)6.704, issue 1. 
© 15May533 A94139. 





AVERI CAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equip- 
ment engineering.e General 
equipment requirements. 
© American Telephone and Tele=- 


graph Cos 
Section AAGl6.809, issue 1. 


© 27Feb533 £89679» 





Section AAGL6.817, issue 1. 
© i8sepS2: aa226798. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment 
engineering. General equipment 
requirements. & 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requiremen ® American Tele- 
phone and Telegraph Co. 

Section Aa6l6.818, issue 2D, 
© 29May53; A95637. . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co, 

Section AA6l6.519, issue 2-D, 
© 29May53; a95638. 





Section AA6),6.820, issue l. 
© ijnov52; AA23095. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Equipment engineer- 
ing. General equipment requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equip< 
ment engineeringe General 
equipment requirements. 
© American Telephone and Tele- 


graph Cos 
‘Section anth6 021, issue 2D. 


© 8apr533 49082 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices, Equip- 
mant engineering. General 
equipment requirements. 
© American Telephone and Tele=- 
‘graph CoO. 

Section AAG6);6,822, issue 2-D, 
© 8apr53;3 a90822, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
éngineering. General équipment re- 
quirements. © American Telephone 
and Telegraph Co, 

Section AA646.823, issue 3-D, 
© 15May53;3 ~—AgKALO, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equip- 
ment engineering. General 
equipment requirements... 
© american Telephone and Tele- 


graph Cos 
Section AAG6);6.82), issue 2=D. 
© Sapr53: 090825. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
eagineering. General equipment 
requirements. © American Tele« 
phone & Telegraph Co, 

Section AA646.,829, issue l, 
© 15Feb54.3; A128828. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Equipment 
' engineering. General equipment 
requirements. © American Tele-~ 
phone and tua eisen Co. 
Section AA6L6 issue 1. 
© 283u153; 101603" 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Tele vee Co. 

Section AA6k6. issue 1. 
© 283u153; Ar 0x04, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineerings General equipment 
requirements. © American Tele- 
phone and ene eeaye COs 
Section AAbl, isaue 1, 

© 283u153; ee roito ; 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Co. 

Section AA6)6.837, issue 1. 
© 15Sep53; A108889. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

eat System practices. Equipment 
engineering. General equipment 
requirements. © American Tele-~ 
phone and Tele ‘rvas Co, 
a Ee AAGKS6. er 1. 

© 283u153; A1dnéoe 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 
per and Tele h Co. 

ection AA66. » issue l. 
© 303an53; A875)... 


e. 





AMERICAN TELF PHONE AND TELEGRAPH 

COMPANY. : 

Bell System practices, Equip=- 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele~ 


graph Co. 
Section pe | See le 


© 27Feb533 A89 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone and Telegraph Co. 

Section AA6),6.852, issue 1. 
© 9dan55;3 a82521. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY... 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Telephone 
and Telegraph Co. 

Section -853, issue 1. 
© 33 A694S5).. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American Telephone 
and Tele h Co, 

Section EAGh 6 
© 6Mar53; Aé9 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone and ana ig h Co, 
Section AA6h6. ss, issue l, 

© 23Apr533 A92137. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele=- 
phone and reer Co. 

Section AA6)6.856, issue 1. 
© 8MerSh; A131385. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements» © American Tele- 
phone & Ak ie Oahe Go. 
Section AA6) one le 

© QNov53;3 tieetts 


, © 





Section AA6h8.001, issue 1. 
© 30SepS23 AA226818. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System:Practices. Equipment engineering. 
General equipment & requirements. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co. 

‘Section AA648.006, issue 3-D, 
© 2Feb53 A127589. 


» © 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY » 

Bell System practices. Eqipe 
ment engineeringe General 
equipment requirements. 
© American Telephone and Tele- 
graph Coe 

_eetion AA68.012, issue 2. 

© 21Sep53; A109764. 





AMBRICAN TSLEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. \ American Tele- 
phone & Telegraph Co. 

Section AA6)8.013, issue 3. 
© JNov533 A1l15111. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele- 
phone & Telegraph Cos 
Section AA6)8.016, issue ls 

© QWov533 Al1112. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © —— Tele« 
phone and Telegraph ¢ 
ba ym ‘AMG1,8,016 Pio le 

© 3MayShs A139708, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practicese Equipe 
ment engineering. General 
equipment requirements. 
© American Telephone and Tele- 
graph CO-« 

Section AA68.019, iesue l- 
© ASepS3; A109765. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA6)8.020, issue l. 

© 250et54; Al60254. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Equipment 
engineerings General equipment 
requirements. © American Tele= 
phone and Telegraph Cos ~- 
Section AA6)8,021, issue 1. 

© 13Sep5h; A1Syh33. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. . © American Tele- 
phone and Telegraph Co. 

Section AA656.002, issue 3=D. 
© 30Dec52; A ‘ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. © American Tele-~ 
phone and Telegraph Co. 

Section oa issue 1)-D. 


© 30Dec52; 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele~ 
phone & Telegraph Co, 

Section AA668.001, issue 15-D, 
© 30Nov533 Al2395k. 


@. 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co, 
Section AA668.001, issue 16-D, 

© 180ct5; A158813. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMP ANY... 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA668.010, issue 3-D, 

© 180ct5h; Al5881h. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMP ANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA668.011, issue 3D. 

© 180ct5y; A158815. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA668.012, issue 5D. 

© 180ct5h; Al58816. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. € American Tele- 
phone and Telegraph Co. 

Section a 3«D. 


© 50Dec523 A 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
enginecring. General equipment 
requirements, © American Tele} 
phone and renter ane CO¢ 
Section Aa668,013 ha leD, 

© 23Nov533 A120 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co, 
Section AA668.015, issue l. 

© 180ct54; A1l58817. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Tele- 
phone & Telegraph Go. 

Section AA668.017, issue h-D. 
© 30Nov53; A123953. 


@ . 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering, General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA668.018, issue 2<D. 

© 180ct5h; Al58816. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA668.021, issue -D, 

© 180ct5h; A1l58819. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY... 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co, 
Section AA668.022, issue 8-D. 

© 180ct54; A158620. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA668.023, issue 6D, 

© 1806t5h; A158821. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMP ANY. 

Bell System practices... Equipment 
engineering, General equipment 
requirements, © American 
Telephone & Telegraph Co. 
Section AA668.024, issue h-D, 

© 180ct5k; al58822,. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele- 
phone & Telegraph Co, 

Section AA666.025,. issue 6-D, 
© 30Nov533 A123952. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements, © American Tele- 
phone & taal aph Co, 

Section AA666.026, issue 3D, 
© 30Nov53; Al23951. 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co. 
Section AA668.028, issue l. 

© 180ct5h; Al58823. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements. © American 
Telephone & Telegraph Co, 
Section AA668.030, issue 5-D, 

© 180ct54; Al5882h.. 


@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. € American Tele- 
phone and Telegraph Co. 

Section AA668.033, issue 5-D. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering, General equipment 
requirements. © American Tele- 
phone & Telegraph Co, 

Section AA668,033, issue 6D. 
© 30Nov533 A123950. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Equipment 
engineering. General equipment 
requirements. @ American Tele~ 
phone and 68a. Co. 

Section Aa668.0 issue 2-D. 
© 30Dec52; iat. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Equipment 
engineering. General equipment 
requirements, © American Tele~ 
phone & et ph Go, 

Section AA668.034, issue 3D, 
© 30Nov53; A1l239h9. 


@ : 





AVERICAN TELEPHONE AND TELEGRAPH CoM- 
PANY. 
Bell System practices. Equivalent 
T-networks for equipment. 
© American Telephone and Telegraph 
COs 





Section et steele _ 26 


© 5aug523 AA22 


AVERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. Equivalent T- 
networks for equipment. 





AMERICAN TELEPHONE AND TELEGRAPH COMPANY. 
Bell System practices. Foreign wire 
relations. © American Telephone 
& Telegraph Co. 


FOR CURRENT ENTRIES 
See 


UNIT B SERIAL FILE 





AMPRICAN TELEPHONE AND TELEGRAPH COMPANY. 
Bell System practicess Yoreign wire 
relationse © American Telephone 
& Telegraph Cos 





AMERICAN TELEPHONE AND TELEGRAPH 

company ©, 

Bell System practices, Foreign wire 
relations. 

Sect. AF.15, issue 1. © 220cth7; 
AA735002. 

Sect. AFl.30, issue k. © 220ctl7; 
AA73500\. 


Sect. AF\.45, issue 1. © 220ct7; 


A73003. 
Addendum APl,.l6, issue 1. © 31Dee);7; 


AA81796. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, Pes 
Bell System practices. Foreign wire 
ice al 5 .. 
idendum 230, issue 
© 27Sepl8; AA98263. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY Ox 
Bell System practices. Foreign wire 
relations. 
Sect. AF9.10, igeue le 


© SlAugs93¢ AAL3L513. 





American telephone and telegraph company. 

Bell system practices. Foreign wire relations . 
Crossings and conflicts. (AT&TCo provisional) 
(Loose leaf) 


@ 4-24-46; 26 7+25~46; AA 16480. 





American telephone and telegraph companys : 
Bell systme practices. Foreign wire relations. 
Electrolysis. (AT&TCo standard) ((00<e |eaf) 


@ G-2lp463 20 9-50-46; AA 18556. 





American telephone and oe Alay 0, companys 
Bell system practicess Foreign wire relations, 
General. (AT&TCo standard) 


@ 6-21-46; 2e 9~50-46; AA 18537. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY ©. 

Bell System practices, Foreign wire 
relations. General, Section AF1,40, 
issue 3, Nov. 19498 Loose~leaves. 

h93 44146560. 


© 29Dec 





AMERICAN ‘TELEPHONE & TELEGRAPH CO.« \&, 
New York. 
Bell System practices. Foreign 
wire relations. Joint use. 
Sect. AF4.46, issue 1 
© 19Sepl7; AA67372. 





A 





Section AB67-010, issue l- 
© 27Mar523 AA2Z1 37706 


MERICAN TELEPHONE AND TELEGRAPH COMPANY Oc 
Bell System practices. Foreign wire 


relat ionse 


AMERICAN TELEPHONE AND TELEGRAPH CoM- 
PANY. 
Bell System practices, Frequency 
llocations. (American Tele- 
iphone and Telegraph Company. 





Section ABY74670el, issue ls 
© Saug523 AA2219 bo 


” 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Frequency 


allocations, 





AMERICAN TELEPHONE AND TELEGRAPH — 

Seat syot ti PF 

Be ystem practices, requenc 
@llocations, CGoaxial sable ant” 
microwave radio systems, 
© American Telephone and Tele~ 
graph Co, 
Section ABl\7.670.2, issue 1. 

© 26dan53; A&)397. . 


ee. 





Section ABl7.670.3, issue l. 
© BaugS2; AA222195. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices, Frequency 


allocations. 





Section AB:7.670el, issue 1, 
© 15Aug523 AA222938. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Frequency 
allocations, 





AMERIGAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices, Prequency 
allocations. Open wire and 
cable carrier telephone systems. 

GY American Telephone & Telegraph 
Gos 
Seotion ABLT +3600. issue 2. 
© 13006533 A115076. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 
Bell System practices, General 
bulletin. Vacuum tube data, 


‘Oaks eaten issue 2. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. ' ; 

Bell System practices, General. 
description information, Ameri- 
can Telephone and Telegraph Co. 
Section 951.081.01, issue l. 

© 15May53; Agh143. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. General 
descriptive information. © Amer- 
icen Telephone & Telegraph Co. 
Section 951.001.01, issue 1. 

© 15Sep53; 4108860. 





AMERICAN TELEPHONE AND TELEGRA PH 

COMPANY « 

Bell System practices. General 
descriptive information. 
© sien €or Telephone and Tele- 

aph Co 
odo pe 951.006.01, issue il. 
© 26Jun533 a99082. 





AMBRIGAN TELEPHONE AND TELEGRAPH 

GCOMPANY « 

Bell System practices, General de« 
scriptive information. © American 
Telephone & Telegraph Co. 

Section 951.4102.01, issue i. 
© 16006533 A115061. 


@ : 





AMERICAN TELEPHONE AND TELEGRAPH 
GOMPANY « | 
Bell System practices. General 
descriptive informations. © Amer- 
iean Telephone & telegraph Go. 
Section 95146102410, issue ls 
© 1600¢533 A115060. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
Bell System practices, VYeneral 
descriptive information, © Amere- 
isan Telephone & Telegraph Co. 
- Section 951.102415, issue 1. 
© 16006533 A115058. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY.» 

Bell System practices. General 
descriptive information. © Amer- 
ican Telephone & Telegraph Cos 
Section 9514102420, issue 1. 

© 16006533 A115059. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. General 
descriptive information. 
© American Telephone & Telegraph 
Goes 
Section 951.102.25, issue l. 
© 16006533 A115057 





AMBRIGAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell. System practices. General 
descriptive information. 
© American Telephone & Tele- 
graph Cos 
Section 9 rec ce Praia le 

o 


© 1606¢533 A1150 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. General 
descriptive informations © Amer- 
ican Telephone & Telegraph Co. 
Section 951.102.45, issue 1. 

© 1606t533 A115055. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. General 
descriptive information. 
os American Telephone & Telegraph 
Ge 
Section 9524501.01, issue 1. 
© 16006533 A11505),. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY .. 

Bell System practices, General 
descriptive information, © Amer- 
ican Telephone & Telegraph Go, 
Section 952.501.01, issue 1. 

© 17MayS4; A140838. 


»®@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section 953.002,01, issue 1. 

© 9Aug54; 4152578. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY, 
Bell System practices. General 
descriptive information. 
© American Telephone & Telegraph 
Co. 
Section 953.602.01, issue 1. 
© 20Sep54; A156618. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. General 
descriptive information. 
© American Telephone & Telegraph 
Co. 
Section 953.602.01, issue l. 
© 20Sep54; A156661. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, General 
descriptive information, © Ameri- 
can Telephone and Telegraph Co, 
Section 953,801.01, issue l. 

© 15May533 Aghilkh, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section 971.501.01 issue l. 

© 6MarSh; A13137h. 


@. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. General 
descriptive information, 
© American Telephone & Telegraph 
Go. 
Section 971,502.01, issue l. 
© 29NovS4; Al64222. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. General 
descriptive information. 
© American Telephone and Tele= 
graph Co. 
Section ee aaeuet issue 2s 


© 13Sep5hs A1lSiL35. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section 991.101.01, issue l. 

© 15Nov54; A164176. 


h 





AMERICAN TELEPHONS AND TELEGRAPH 
COMPANY. : 
Bell System practices, General 
descriptive information. 
© American Telephone and Tele« 
graph Co.  =— 
Section 991.102.01, issue 1. 
© 13Sep5hs A151 36. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 


Bell System practices. General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section 991.103.01, issue 1. 

© 12Ju154; A150947. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section 991.103.01, issue l. 

© 12Jul54; A150964. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, General 
descriptive information. © Amer- 
ican Telephone & Telegraph Co. 
Section cs and «Ol, issue 1. 

© 15No A164180. 





AMERICAN TSLEPHONE AND TELEGRAPH 

COMPANY s 

Bell System practices. General 
equipment requirements, Equipe 
ment engineering, © American 
Telephone and Telegraph Co, 
Section AAO COT tee SaD. 

. 


© 283unSh3 A146 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell system practices. General 
information, © American Telephone 
& Telegraph Co. 
Section 950.701.01, issue l. 
© 25Sep53; All12191. 


@ . 





AMERICAN TELEPHONE AND TSLEGRAPH 
COMPANY. 
Bell System practicess General in- 
formations W American Telephone 
& Telegraph Co. 
Section 950.701.01, issue l. 
© 1300653; a115089. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, General in«- 
formation, © American Telephone 
& Telegraph Co. 
Section 953,001.01, issue 1. 
© 2Feb5h; Al27591. 


& 





Auerican telephone and telegraph co. 

Bell system practices. Installation 
* ; Pr + a P 

and maintenance. © American telephone 


and telegraph coe, New York; TAprl:73 
4452180, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Installa+ 
tion and maintenance. © Amer« 
ican Telephone & Telegraph Co. 
Section 656.111, issue 1. 

© 230¢t533 A115129. 


.@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practicess Local 
Plant assignment. Subseriber 
assignment recordse © American 
Telephone and Telegraph Coe 
Section M252, issue ls 

© 31gu1533 A103557+ 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Local test 
room operation. © American 
Telephone and Telegraph Co. 





Section FP21.106, issue 3. 
© l2pec5S1; AA2 


08515. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Local test 
room operation, 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY 
Bell System practices. Local test 
« Poom operation. 
Sect. F21.131, issue l. 
© 300cth7; 4481707. 
Sect. F21.132, issue l. 
© 300cth;73 4481708. 
ry FP21.133, issue il. 
pace hA81709~ 
eu P i 
© 12Dech7 
"eal P38. 





AMERICAN en AND TELEGRAPH 
COMPANY 
Bell System practices. Local test 
4 teed eo. 
« F3e221, issue 3. 
“© Y Ss anghies AAI5518 » - 


Secte Zein i 2e 
© Se anchos AA 3519. 


Addendum F21.106, issue 1s 
© 250cth8s; aar 

Addendum i re iasue is 
© 250cth8; aai00009. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY Gs 
Bell System practices. Local test 
room operations 
a F2)) «001, — Le 
Jun AAL . 
soetien Paec38 S tenun 2s 
© 19May503 AAi61285. — 
Section 748.191 inoue Zn 
© 19May503 Aai612 


may - 9 1951 





AMERICAN TH EPI iON EB AND TELEGRAPH 
‘ COMPANY ©. 
Bell System practices. Local test 
room operation. 
Sect. P27 101, issue l. 
© es 4A109310. 
Sect. odd 3 issue l. 


© 17Dech; AA109311. 
Sect. a 13s 201, issue 34. 
© 17Decl;3; 4 is2093125 
Sect. P53.201, issue 2. 
© 17De0)83 AA109331. 


= SEE NEXT CARD/ 





Addendum Fl\3.221, issue C. 
© 1Pebdl9; AA118260, 
Sect. F38.907, issue B.. 
© iFebdl9; Aa118261. 
Sect. F2l,.901, issue F, 
© iFebdl;9; Aa118262, 
Sect. F21.9)1, issue A. 
© lFebdlj9; AA118263. 
Sect. F21.9)0, issue A. 
© 1Febl9; AA11626). 


American Tel, and Tel. Co. 
Bell System practice Local test 
room operation. Gard 2. 





Section F36s302, issue 26 
© 6MayS23; AA215800. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Ge 
Bell System practices. Local test room 


operatione 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY Cy 
Bell System practices, Local test 
room operation. 
Section F38,l,28, issue 2. 
© 20Apr51; Aal183708. 
Section F38.431, issue 2, 
© 20Aapr513 AA18370h. 


JAN 25 1952 





Section F43.201, issue \. 


© 27FebS2; AA209134. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Local test 


room operation. 





Section F4u3e«211, issue 3- 
© 19May523; AA215287+« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Oc 
Bell System practices. Local test room 


operation. 





AMERICAN TELEPHONE AND TELEGRAPH 
" COMPANY GC. 
Bell System practices. Local test 
room operations : 
Sects Fljsl25, issue 36. © ljJull9; 
4A1511016 
Sects F5e125, issue 36 © 1jJul9; 


mg se: 

Sect. F38,111, issue 3. © 27Sepl9; 
&A135188. 

Sects F38.161, issue 2. € 27Sepl93 
AA135189« 

Sects. F38.166, issue 2, © 27Sepl9; 
£A135190. 


See next card 





Sect. F38.116, issue 3. © 27Seph9; 
AA135191. 


Amer. Tole & Tele Cos 
Bell Systen practices. ® Local test room 
operation. Card 2. 





Section P53.201, issue 3. 


© 27Peb52; AA209133. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. Yocal test 


room operation. 





Section p53.211, issue 2. 
© 30Apr523 AA21)327. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Local test 
room operation. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. ; 

Bell System practices. Local test 
room operation, Plant operating 
practices, © American Telephone 
and Telegraph Co. 

Addendum F21.106, issue 1. 
© 19Dec523 480619. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY , 

Bell System practices. Local test 
room operation. Plant operating 
practices. © American Telephone 
and Telegraph Co. 

Addendum F21.130, issue l. 
© 183anS); 12/869. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation. Plant operating 
practiceg Toll test room operations 
General. © American Telephone and 
Telegraph Co, 

Section F27.101, issue 2 calso 
known as3 Section E13.0l7, issue 
2. Q7SepShz A15393e 





nNra +t 1 ces 
Je AW ULWEIS @ 


elegraph co. 
Local test 
nt ; 


telephone and 


telegraph co., New York; 8No vw 6; 
AALLL 7h: 175 « 





Section gee issue 3-~< 


© 100ct52; AA228083. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices. Yocal test room 
operation. Plant operation practices. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation. Plant operating 
practices, © American Telephone 
& Telegraph Go. 

Section F21.106, issue 5. 
© 250et5h; Al602h3. 


e. 





Section He issue i. 


© 1000523 Aa228085. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practiées. Local test room 
operation. Plant operating practices. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation. Plant operating 
practices. © American Telephone 
and Telegraph Co. 

Section ar 2e 


© 12pec523 A76513. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices, Local test 
room operation, Plant operating 
practices, © pRarPeen Telephone & 
Telegraph Co. 

Section F21.111.1, ‘issue 1. 
© 7Aug533 Al05222. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation. Plant operating 
practices, © American Telephone 
& Telegraph Co, 

Section F21.111.2, issue 1, 
© 30Nov53; A123933. 


@: 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices, Local test 
room operation, Plant operating 
practices. © American Telephone 
& Telegraph Co. 

Section F21.111.3, issue l. 
© 2FebSh; Al27583. 


»@ 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System prastioen, Local test 
room operation. Plant operating 
practices, © American Telephone 
& Telegraph Co. 
vay ee FP21.113, issue 1. 

© 15Feb5; A128819. 


e. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation. Plant operating 
practices. © American Telephone 
& Telegraph Co. 

Section F21.121, issue 2. 
© 15Sep53; A10889h. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY . 

Bell System practices. Local test 
room operation. Plant operating 
practices. © American Telephone 
and Telegraph Co, 

Section F21. “aiakekee 3. 


© 6JanSh; ai2 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY» 

Bell System practices» Local test 
room operation. Plant operating 
practices. © American Telephone 
and Telegraph Coe 
Section F21.130, issue l- 

© 31Jul533 A103552. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices. Local test 
room operation. Plant operating 
practices. © American Telephone 
and Telegraph Cos 
Section F21.131, issue 2. 

© 31du153$ A103553~ 





American 


9 4 
bel. 


telephone and telegraph co. 
System practices. Local test 
room operation, Records and reports, 

American telephone and telegraph 


co., New York; 120cth6; AAl)176, 14277; 
© 8Novl,6; AAl1178=)1)282, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Local test 
room operation. Record and ree 
ports. © American Telephone and 
Telegraph Co. 

Section F31.001, issue 2, 
© 103ul53; a101426. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operations Records and ree 
ports. Toll test room operation. 
Generale © American Telephone 
and Telegraph Co. 

Section P3637, issue <a 
known ass Section E13.0) 


issue 2. © 7Sep5h;3 sce 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY « 

Bell System practices, Local test 
room operation, Records and 
reports, © American Telephone 
and Telegraph Co, 

Section 738,001, issue 1. 
© 19pec523 A80620. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices, Local test 
. poom operation, Records and 
reports. © American Telephone 
and Telegraph Co. 
Section F38,001, issue 1. 
© 19pec52; a80625. 


e. 





AMERICAN TELEPHONE & TELEGRAPH Co. C, 

New York, 

Bell System practices. Local test 
room operation. Records and re<- 
ports. 

Sect. F38.135, issue 2 
© 29Jul7; AA68388. 

Sect. F38.192, issue 2 
© 29Jull7; AA68632. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Local test 
room operation.. Records and 
reports. © American Telephone 
& Telegraph Co, 

Section F38.418, issue . 
© 250ct5y3; al6o2kh. 





AMEPICAN TELEPHONE AFD TELEGRAPH 

COMPANY « 

Bell System practices. Local 
test room operatione Records 
end reportse © American Tele« 
phone and Telegraph Coe 
Section F36.22, issue ke 

© 31Jul533 AlO35Sh~6 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices, Local test 
room operation, Records and 
reports, © American Telephone 
& Telegraph Co, 

Section F38.422, issue 5. 
© 250ct5y; Al602k5,. 





AMERICAN TELEPHONE AND TELEGRAPH 

GOMPANY. 

Bell System practices. Local test 
room operation. Hecords and 
reports. © American Telephone 
& Telegraph Go. ,; 

Section F38.423, issue l. 
© 250et5h; Al602)6. 





AMERICAN TELEPHONE AND TELEGRAPH CoMPANY ©, 
Bell System practices, Maintenance 
and testing. 
Section A2d1le202, issue 3. 
© 10Mar503 AALOLIIB« 





AMERICAN TELEPHONE AND TELEGRAPH 
company C. 
Bell System practices, Maintenance 
methods. 
“Sect. R90. 22), issue 2. 


New 25Marl)9 3 s AA11),625. 





AMERICAN TELEPHONE AND TELEGRAPH Com« 
PANY. 
Bell System practicess Local test 
room operations @ American Tele- 
phone\ and Telegraph Co. 


) 


/ 





Addendum P53.201, issue 1. 
© 30Jun52; AA222172. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Local test 


room operation. 





Section F21+«108, issue 
© 9Jun523 AA2i8510« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©c 
Bell System practicess Local test room 


operation. 





Section as issue le 


© 23Jun52 3 19263. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Local test room 


operations @ 





sddendum Fl3«201, issue 1. 
© 26gun523 AA218517« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 


Bell System practicess Local test room 


operations 





Section Fl3s221, issue le 
© 9dun523 AA218508s 


r 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Os 
Bell System practices« Local test room 


opera tione 





Seetion Fhk.121, issue 3. 
© lAugS2; AA220811. 


AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©, 
Bell System practices. Local test 
room operation. 





Section Fluysl2S, issue ks 
© arasese AA222191. ’ 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices, Local test 


room operations 





Section F53«221, issue 3-< 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Local test room 


ope ration. 





Section F54.121,. issue 2+ 
© 26Jun523 LACT 8518s 


AMERICAN TELEPHONE £ND TELEGRAPH COMPANY ©. 
Bell System practicess. Local test room 


oper atione 





Section F54%125, issue ). 
© 8aug52; AA222192. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices. Local 
test room operation. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPARY. 

Bell System practices. Local test 
room operations Plant operating 
practices, © American Telephone 
and Telegraph Cos 





Addendum of eee met » 


© 12sep523 Aa226011. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices, Local test 
room operation, Plant operating 


Practices, 





Section F21s107, issue ls 
aabe 


© 100ct52 3 808h » 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. Local test room 
operation. Plant operationg practices. 





AMERICAN TELEPHONE AND TELPCRAPH 

COMPANY .« 

Bell System practices. Local test 
room operation. Records and 
reports. © American Telephone and 
Telegraph Co. 





Section R06.060, sasue 2 [also 
known as] —- P38 h5ee 
issue 2. © 30ct523 AA228115. 


AMERICAN TELZPHONE AND TELEGRAPH ComMPaNny.© 
Bell System BT OPE Radio systems, 


General. howe 





Section P38412, issue he 
© 15aug52$ AA2L229)4 85 


AMERICAN TELEPHONE AND TELEGRAPH Company © 
Bell System practices. Local test room 
operations Records and reports. 





Section F384))32 ey 3a 
© 15aug523 A 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY © 
Bell System practices, Local test room 
Operations Resords and repor! 


os~ 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY ©. 
Bell System practices. Motor vehi- 
cles and construction apparatus. 


FOR CURRENT ENTRIES 
See 


UNIT B SERIAL FILE 


FEB 3 1959 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY : 


Beil System practices. Motor 
vehicles and construction appara- 
tus. © American Telephone & 
Telegraph Co. 





Saskien J20651001, issue le 
© ié6dunS2; A A2Z166316 


AMERICAN TELEPHONE AND TELEGR@EH COMPANY Ose 
Bell System practicese Motor vehicles and 
construction appar atuse 





American telephone and telegraph company. 
Bell system practices. Motor vehicles and con- 
= apparatus. (ATATCo standard) (Loose 
eof 


@ 5-21-46 2¢ 9-30-46; AA 18652. 





AMFRICAN TELEPHONE AND TELEGRAPH COMPANY. 
Bell System practices» Motor 

vehicles and construction apparatuss 

© American Telephone & Telegraph Cos 





American telephone and telegraph co. 
Bell system practices. Motor vehicles 
and construction apparatus. © American 


telephone and telegraph co., New York; 
19Dech6, 17Mark7; Kalh2 


64, 52295. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY, 

Bell System practices. Motor vehi- 
cles and construction apparatus 
maintenance, © American Telephone 
and Telegraph Co. 

Section J00.100.1, issue 1. 
© 20Mar53; AG9514. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY ©, 

Bell System practices, Motor vee 
hicles and construction Wreaths 
Secte 31.592, issue le © 50Aprs83 

AA90362, 
Secte 31.393, issue 1, © 30Apri)83 
AA903636 


Sect. 31.393, issue il, © 30Apr),8; 
AA93870~ 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY Gy 
Bell System practices, Motor ve« 
hicles and construction apparatus, 
Addendum J6,150, issue 1, 
© 100cth93 AA1391,50, 
Addendum J6,130, issue 1, 
© looeth9; AALz94,51, 


Section “usp ahahoio 
sogti on Teo t7t tees 
6Dech93 AAIL3979« JAN = 4 1951 


See next card 





Section 32,02, Lasue 2, 
© 23pecl9; AA146615~ 
Section J2,0\,, iaauve l. 
© 23Nech93 AAL46616, 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 
Bell System practices, Motor vehicles and 
construction apparatug@®, CARD 2 





adde 76.292. issue l. 
© 2¥sep513 AA207726. 


AMERICAN TELEPHONE AND TRLEGRAPH COMPANY ©. 
Bell System practices, Motor vehicles 
and construction apparatus. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY G) 

Bell System practices, Motor 
vehicles and construction nynaee tuts 
—- seus, Laney Le 

Fe 
sentton 32 430 ioiue"2. 
© 30Jun503 *akusins 

Section 36.13%, 1 issue’ "2. 


> 


© 530JunO03 rr mag 
Section 36,136, issue’ 

© Z07un50; AALS TiSbe 
Section J 139, issue’ 2 

© 303un50; AALG 51157 ~ 


SEE Next card, & 





Section J6.142, issue 2. 
© 30Jun503 AA1611635. 
—_ 76.510, — le 
©i 05905 hal 3 56. 


Section J sue l. 


© 31Aug50; 44169551. 
Section J6.506, issue 1. 
© 31Aug50; AA16955§2. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©, 


Bell System practices Motor vehicles and 
construction apparatus, Card 2, 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Motor 
vehicles and construction appa- 
ratus, © American Telephone & 
Telegraph Co. 

Addendum 36.506, issue il. 
© 29Nov543; A1l64215. 





AMERICAN TELEPHONE. AND TELEGRAPH 
COMPANY ©. 

Bell System practices, Motor 
,vehicles and construction apparatus. 
Sect. 36.752, issue 1. © 5Apri8; 


. AA 0. 
sect, 367752, issue 1. © 5Apri8; 


AA . 
Sect. 36.751, issue 1. © 5Apri8; 
aa&l752 sie 


Sect. 36.292, issue 1. © 220cth7; 
AAT2957 » 


: SEE next card. e . 





Sect. 36.754, issue 1. © 5apri8; 
aa&h673. 


‘ 


&4merican Tel. & Tel. Co 
“Bell System practices Motor vehicles and 
* sonstruction apparatus. CARD 2. 





Section J26.100.1, iesue l. 
© 2Jan52 (in notice: 1951); 
AA208660. 


AMBRICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Motor vehicles 
and construction apparatus. 





AMERICAN TELEPHONE AND TELEGRAPH 

COMPANY. 

Bell System practices. Motor 
vehicles and construction appara- 
tus. © American Telephone and 
Telegraph Co. 

Section J20.100.1, issue 2, 
© 12Jun52; 96928. 





369 @ ve In) T2020 ol, 


©) us 4 Zé Mie o901, 


a 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©c 
Bell System practicess Motor vehicles ané 
construction appar ates 





Section J20:120.1, issue 1. 
© 12Deec51; Aaz208520, 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Motor 
vehicler and é@onstruction apparatus. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY .« 


Bell System practices. Motor 
vehicles and construction. 
Apparatus. © American Tele- 
phone and Telegraph Co. 
Section J20.120.1, issue 2, 

© 33ul153; A100530, 








Section J200210e1, issue le 
> tintanse A; 206900 > 


i 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Oe 
Bell System practicess Motor vehicles and 
construction apparatuses 





Section 720.350.1, issue l. 
© 17MarS23; AA210122. 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©. 
Bell System practices. Motor 
vehicles and construction apparatus. 





AMERICAN TELEPHONE AND TELEGRAPH COMPANY ©« 
Bell System practicese Motor vehicles and 
construction appara tuse 





Section J20«500«1, issue le 
© 27Mar523; AA213775« 


AMERICAN TELEPHONE AND TELEGRAPH COMPANY Os 
Bell Sys tem practices. Me@®r vehicles and 
construction apparatus. 





AMERICAN TELEPHONE AND TELEGRAPH 
COMPANY. 
Bell System practices. Motor vehi- 
cles and construction apparatus, - 
r American Telephone & Telegraph 
Oe 
Section J30.400.1, issue l, 
© 7Aug533 A105239. 


@. 





